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"BREAKING UP A COLD" 

while not the "scientific** way of putting it, is nevertheless an expression fully un- 
derstood by both Doctor and Patient, no matter in what station of life they meet. 

Bronchial affections, from a simple ''cold'' to incipient phthisis 
or threatened pheumonia, are quickly, safely and most ''com- 
fortably" relieved by a prompt, liberal and intelligent use of 



Doctor, if you have 'got out of the way' of using Antiphlogistine in Winter 
Diseases, or if you have not yet tried it, let us suggest that you order it in 
your next case of this kind— child or adult; it is as harmless as helpful. 

Send for our "Pneomoiiia'' booklet, if one his not been received 

Antiphlogiatinm U prmmcrihmd by Phymciana and aa/»piimd by Dmrngiata all ovmr thm world. 
"Tkmrm'M Only ONE AniipMoguHnm" 

THE DENVER CHEMICAL MFG. CO.. NEW YORK, U. S. A, 
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I06EN--A New Chemical 

LIBERATES IODINE 

(FORMERLY KNOWN AS lODONE, LILLY) 

JfoAe* lodme Wkklp Aoaikdile in Mm^lne and 
Surgeri^^Sterilaea and Stinmlat9M Repair 

lOOEN SURGICAL POWDER. LILLY-Applied to 
Boils. Infected Wounds, Ulcers, Abscesses, Etc., grad- 
ually and automatically liberates 2 per cent Iodine 
on contact withthe moisture of the secretions. Itgives 
prolonged action without irritatloa When secretion 
of moisture ceases it acts as a simple dry dressing. 

lOOEN, OINTMENT, LILLY-For Skin Diseases of 
Parasitic origin. Eczema, Erysipelas and where the 
effects of free Iodine are needed. 

lOOEN OIL, LILLY— For use as a spray or vapor in 
catarrhal affections of the mucous membranes of the 
nose and throat, also by pledgets of cotton or tampons, 
as employed in other cavities lined with mucous mem- 
brane. 



Supplied through the Drug Trade 



Physicians desiring samples and complete informa- 
tion should address Home Office— INDIANAPOLIS. 

Ul LIUY & COnPANY 

Indianapolis New York Chicago St Louis 
Kansas Qty New Orleans 



MOST ECONOMICAL 

A 25c package of Uncle Sam Health Food contains nearly three times the 
weight of any toasted food. And it is proportionately six times as nourishing. 

Eat Uncle Sam Health Food for its own good flavor, but if you are troubled 
with constipation or indigestion, be sure to try this great food. It has helped so 
many, surely it will help you, or your money refunded. 



After the acute forms of malarial fever are checked by quinine, a sol form 
\ot fever sometimes persists not, amenable to the quinine. In such cases Tongaline 
and Quinine Tablets will prove very efficacious. 



Tis a Fact— 
rU Fit You Of No Pay 



You'll appreciate the clothes I make to your measure 
at popular prices — $25.00 and up. 
Get your order in today for that suit and extra pair of trousers for $25.00. 

A. L. BELL<» Tailor and Furnisher 

219 South 14th Street First Door North of Farnam St. 
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Ue Storm Binder 8 Abdominal Supporter 



Patented 



WoMAM's Bblt— Front View 



Is Adapted to the Use of 

Men, Women, Children and Babies 

Uikt, Fkiikit, Dmkit, Coitf«taUc 

ASpbcial support in cases o prolapsed kid 
ney, stomach, colon, and in hernia: a 
Gbnsral support in pretnancy, qbesity 
and feneral relaxation A Post-Opbrativb Bin- 
der after operation upon the kidney, stomach, 
bladder appendix and pelvic organs, and after 
plastic operations and in conditions of irritable 
bladder to support the weight of the viscera. 

New illustrated folder and testimonials by phy- 
sicians on request. 

N* WKal*boaes, No Rubber Eltistlo 
Washable as Underwear 

TRY IT POR 

Ckroiic hdigMtiei due to Ptosis of Sto- 
mtph or Colon, and for Rdued Sacro- 
ilUc Articulation. 



KATHERINE L. STORM, M. D., 



Mail Orders filled within 24 hours. 



1541 Dufflond St., PHILADELPHIA 



For a frame that will look the best and bring oat all tbere is in your pictures^ paint- 
ings, ete., yon shoald bave tbe sngf estions as well as tbe work done by 

22tf OMAHA ART atui FRAME COMPANY 



Offies sad Psetory 1711 LMvenwocth 



la Ijow Priocs 

WHOLBTALB AND RETAIL 



Phone DonglM 1094 



Nillinen Exclnave 

O'Connor & Emblen 

Second Floor Paxton Bleefc 



See our display of 

BEAUTIFULLY TRIMMED HATS 

at Ytluet nerer before shown 

in Omalia 

Telepbene Rod S204 
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RIGHT SERVICE-RIGHT PRICE 

has always been and will continue to be the policy of 

TAFTTS DENTAL ROOMS 

1516 Douglas Su Omaha. 

Always on the job from 8 a. m. to 6 p. m. and appointment by telephone 
—Douglas 2186. 
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The Betz 1910 Ontfit 

out PUCE $150 : OnnS tSl I300 

$25 down and $25 a month, bank reference. Look over the list. 
Reception Room Outfit, 6 pieces, worth $45; U. S. Army Operating Table, leg holders, 
stirrups and cushions; Galvanic and Faradic Battery in Oak Cabinet, others ask $100 for a 
poorer one; 6-Bottle Nebulizer, Office Desk. Instrument Cabinet, Bookcate, Dreatingand 
Wash Stand, Table, Irrigator, Sterilizer, Centrifuge, Chair and Stool, 26,000 Tablets, 
Bandages, Gauze, Cotton, Ligatures, Brushes. This outfit free, to the first doctor who can 
get any competitor who claims to make better goods than we do to put his goods in a hall be- 
side of ours in Omaha. Send for the big 1910 catalogue. 

FRANK S. BETZ CO., Hammond, Indiana 



Physioians' Casualty Assooiation 

A Mutual AMOcistioa of Phytieisat sad Surtfcoat 

to frovidm Aeeid«at laaufaaoc at Actual Coat 
D. a BRYANT, M. D.. D. A FOOTB. M. !>.. 
President Yice-PreaidenL 

directors: 

Lbbot OmutuoM, M.D., Omaha F. 8. Owu, M.D. , Omaha 
RobT Onjioaa, M.D., Omaha W. F. MiLaoT, M.D.. Omaha 
R. W. Oomrau.. M.D.. Omaha A. R. Rat, M.D., Fairfield 
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NO PROFITS to anyone. Death Benefits now fs.ooo 
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POR PAKT1CULAK8 ADDKB88 

C. C. CLLIOTT. 8EC*V. 
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Genuine Velour Hats 

$3,50 

The 15 and $6 kinds 
Mail Ordmn Promptly Fitted 

OMAHA HAT FACTORY 

1321 Douglas and 105 N. 16th St. 




Natural and Definite in Action, Prompt and Positive in Results 

Two distinctly desirable characteristics of 

PLUTO WATER 

;i^| Especially effective in gastro-intestinal disturbances. Specifically indicated 

in uric acid diathesis, gout, chronic rheumatism, constipation, obesity, nephritis. 



ANALYSIS OF 

PLUTO CONCBNTRATED 
Parts per 1000 

Sodium Sulphate - - - - 50.005 

Magnesium Sulphate - - - 30.971 

Calcium Sulphate - - - - 2.817 

Sodium Chloride - - - - 2.503 

Magnesium Carbonate ... .352 

Iron Oxide and Alumina - - - .016 

Silica .005 

Total Solids 86.669 

The water was excellent from a sanitary standpoint. 
Respectfully submitted. 
The Columbus Laboratories, 

January 26, 1907 Chicago 



A constantly increasing number of practitioners 
direct patients to the Springs for complete treat- 
ment. 

Attractive literature, detailing de- 
lightful surroundings, scientific 
methods, with clinical data and all 
desired information relative to 
America's famous Spa, promptly 
supplied by 



PRBNCH LICK 

SAMPLES TO PHYSICIANS ON RIQDEST 



SPRINGS HOTEL 



COMPANY, 

Prench Lick, Indiana 
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i ALLISON LINE 
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SALAXINE COMPOUND ^^^^T^^m^^'llCT^^;;^ 

THE ONE TO USE. THE ONE THAT QtVES SATiSTACTiON 

This preparation it a (liqtfM) composed of select, full strength Msgnesinm Sulphate and Sodium Phosphate 
to start with. We know from ten years past experlenee how to balance the materials to get the best results. 
It is combined with Lithium Salicylate, Lithium Citrate and Special Aromatics, which make it very pleasant to 
take. 

Ours does the work and never cripes, and it may be taken for yeats without having to increase the dose, and 
it also does not affect the stomach, such as effervescent salts does. 

It Ift far Mor« suparfor tlMn any effffarvesceat aalta, caatalaa aa aeM ar alealial la aay ffarak 

Prapartlaa- Salaxlaa Caaipauad Japp'a— posesses marked Alterative Anti-Acid, Anti Lithic Anti- 
Rheumatic. Cholafoffue. Deobstnient, Diuretic, Tonic Laxative and Cathatic properties. 

SAMPLES LARGE SIZE BOTTLE if you send us 25 cents in stamps to pay cxpfcss ehsrfcs. Literature 
free upon application. 

Maaafaetarad Daly by 

THE STANDARD DRUG AND CHEMICAL CO. 

22S.227 Syeamara Straat Raffala, /Naw Yaric, U.S A. 
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A PRIVATE HOME SANITARIUM 
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hotel. 
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In partaking of the excellent food you will appreciate, 
And of the many ailments, you may alleyiate. 



Belmont Restaurant 

1516 Dodge St. OPEN ALL NIGHT C. N. Bail. Prop. 



"Electrical Sterilizers" 



Electricity as a heatingr agent finds a most satis- 
factory application in connection with the surgical 
instrument sterilizer. 

Inasmuch as the sterilizer is used in the operating 
room, the electric sterilizer should, on account of its 
sanitary qualities, appeal to the whole medical fra- 
ternity. 

The first cost is moderate and the cost of heating 
is very low. 

Our Contract Department will gladly furnish full 
particulars. 
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ONLY $30.00 PER ACRE 

t2.00 per acre down, and $1.00 per acre per month until paid for. 
Here is the best timber land in Orenada County, Mississippi. Big 
hard wood timber with rich carpet of grass. When our saw mills 
start, the lumber that we will get out of here will more than pay for 
the land. 

Horo is an Opportunity for an Investnent tliat Cannot be Deat ! 

WHERE? ^^ Grznzdz, Mississippi, 

* ■ In the Wonderful Yazoo Vidley 

For complete Information address 

Phone DougUt 3691 

THE VOGEL REALTY AGENCY 

I. N. VOGEL. General Manager 

1007 W. O. W. Bldtf. OMAHA. NEB. 
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Doctor, You Need a 

MODERN, UP-TO-DATE CARD SYSTEM 

To lessen your work in keeping your accounts 
and history records np to the minnte. set an 

^^Ever Ready File'' 

Not a large, cumbersome desk affair. Com- 
pact in a neat file, always at hand* ready for 
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IODINE A8 THE SOLE DRE88ING FOR OPERATION WOUNDS. 

The following excerpts are taken from The British Medical Journal and are a 
part of an address delivered by Reginald Alcock, M. B., F. R. C. S. Edin. Dr. Alcock's 
acquaintance with the use of iodine as the sole dressing for operation wounds dates 
back over a period of thirty years when he first saw it used in the practice of medi- 
cine by his father who was a hospital surgeon. 

In opening his address he said, **Medical opinion concerning the utility of iodine 
as an agent in the production of asepsis has oscillated between contemptuous neglect 
and unqualified praise. At the present time its virtues are recognized on every 
hand, and its exceptional usefulness as a skin sterilizant needs no further emphasis, 
but reliance on its extended efficacy as the sole dressing to be applied to the opera- 
tion wound from the date of the operation to the discharge of the case, is, I venture 
to think, a new departure." 

Further on in his paper Dr. Alcock says, "Looking through the literature 
relating to the sterilization of the skin, I have been struck with the fact that special 
stress is laid upon the difficulty experienced in rendering the deeper layers of the 
skin sterile, and especially with the fact that any moisture of the skin means the 
detection of bacteria, where previously they were absent, if attempts had previously 
been made to discover them on a dry skin." 

In view of Dr. Alcock's valuable studies on iodine referred to above, it is 
interesting to know that there is a new chemical compound of iodine on the market 
especially adapted to surgical requirements, namely, logen, Lilly. This chemical 
is produced by the action of iodine on the anhydridge of phthalic acid. The peculiar 
property of this chemical compound which renders it so valuable in medical and 
surgical work is, that it liberates iodine only in the presence of moisture, a fact that 
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is peculiarly significant in view of Dr. Alcock's theory that the bacteria usually 
come from the moisture and secretions of the skin itself rather than from without. 

logen is prepared for surgtcal work by diluting it with a suitable vehicle so 
that it will iberate but a small percentage of pure iodine and that very gradually. 

logen is offered in three forms by Eli Lilly & Company; as a surgical powder, 
as oil and as an ointment. These preparations are claimed to be superior to the 
ordinary tincture of iodine in several respects, they are easier of application, furnish 
nascent iodine, act over a long period and have a wider range of usefulness. Cer- 
tainly such preparations as the logen group, Lilly should prove a welcome addition 
to the physicians' armamentarium. 

Lilly's logen preparations are supplied through the drug trade and physicians 
interested can secure further information and sampes by addressing the Ell Lilly & 
Company, Indianapolis. 

A Maternity Home SAL HEPATICA 



which Is mn In an ethical and Christ- 
ian manner. We do no abortion work. 
Our home Is mn in a quiet and orderly 
manner. We assist ]>atients in keep- 
ing their baby when they are in a 
position to do so. If not we find the 
infant a home and keep full records 
as to Its disposition, and in all things 
comply with the law and ordinances, 
we invite Physicians to visit our 
place. M ake full in vestiff ati«/a ucf ore 
sending us patients. We meet pa- 
tients at the train and look after them 
carefully while under our care. 

Anna Ross Sanitarium 



^9M S. MEDZnS AVENUE n s CnCAGO,ILLy 



We foUdt the careful considera- 
tloo of the phytidaiis to the merits 
of Sal Hepatlca In the treatment 
of Rbeomatlgn, In Conitlpatlon 
and Anto-lntojdcation, and to its 
highly Important property of 
cleantlng the entire alimentary 
tract, thereby eliminating and pre- \ 
Tenting the absorption of IrrltaUng ; 
tosdns and rellerlng the conditions | 
arising from Indiscretion In eating 
and drinking. 

Writ* for free aample. 



BRISTOL-MYERS CO. 

Manufacturing Chemists 
277-81 Qmm Afwsa, iMsUya, R. T. 
Wb«ii wrltlBff to advortlaart kladlr maatioB this JouraaL 



Digitized by 



Google 



Western Medical Review Advertising Section for February 



HOTEL ROME 



EUROPEAN 



Comer l6thandJack.on St. Sixteenth and Jackson steeets Un- 
*^ excelled in the west .for its beauty and 

The Popular Hotel for modem appointments. 



the Medical Profesflion. 



MILLARD HOTEL 



EUROPEAN 



Thirteenth and Douglas streets. Rooms 
76c up; with bath, $1.50 up. 

POPUIiAR PRICED RESTAURANT 

Cheapest and best in the city. It will 
pay you to try the Millard Hotel Restau- 
rant. 

no/Iff mnuER 
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INCREASE 
YOUR .... 



EFFICIENCY 



THROUGH-A-PLAN-ALL-OUR-OWN 

A SINGLE new idea from a new book or new edition 
will repay you many times over the initial cost. 
REJUVENATE your library by overhauling it today, 
now — and make it/resk and new by mailing us a list 
(with titles and dates) of the **back numbers'* on your 
shelves and receive our best offer in exchange. 

TO the progressive physician a library harmonious to 
the **new era ' in medicine is indispensable. 

WRITE FOR NEW CATALOG-E»p0cially our 1914 Cut-Priem LUt, Ju»t out 

L. S. MATTHEWS & CO. 

MEDICAL BOOKS 

2563 Olive Street ST. LOUIS 
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SuppliMl in 11-oufio* bottles 
onlsr — nm^nt in buUc 

Samplea and literature aent upon 



Prescribe oraffinel bottle to evoid 
•ubatitution. 



In ANY form of DEVITALIZATION 

prescribe 

'Peint^'/ldiN^ {Quit) 

Elspecially useful in 

ANEMIA olAfl Varieties: 
CHLOROSIS: AMENORRHEA: 
BRIGHTS DISEASE: CHOREA: 
TUBERCULOSIS: RICKETS: 
RHEUMATISM: MALARIA: 
MALNUTRITION: CONVALESCENCE: 
As a GENERAL SYSTEMIC TONIC 
After LA GRIPPE, TYPHOID, Etc 

DOSE: One tablespoonful after each mecJ. 
Children in proportion. 

M; J. BREITENBACH COMPANY 
New York, U. S. A. 



Our Bacteriologicel Wall Cbart or our Differential DiagiKMie Cbert will be sent to any Pbydcian upon request. 



THB OAR -WTTBL A OOITSOXSNOB*' 



.«2 



\ 



OAKLAND ORIOLK, MODBL "S3/' tItOO 

A DISTINCTIVE SMALL CAR 

Aleo aame Chaeele with 4 aii4 • Faaeencer Body 

This ifl the smartest oar of its class. There Isn't a better looking runabout made. 
There is distinction in every line of the body. It is hiffh class throughout, and a 
flttinff mate to the hlirhest priced car on the market. This model is entitled to a pUoe 
where two or more machines are kept. It will save your bis car and pay its own way 
in fuel economy. This model is equipped with a thirty-gallon tank for gasoline. 

The motor is four cylinder, 1/ type, 4" bore by 4" stroke; wheel base 100"; tires 
tt"xtH"* Lubrication is by splash system, with positive force feed, adjustable pump. 
The oU capacity is IH gallons; transmission is selective, sliding type, three speeds 



forward and reverse; dutch, multiple disc, bronse against steel plates, electrically 
ground to insure smoothness; adjustable spring tension. Ignition is by Jump spark. 
magneto and batteries. Springs, semi-elliptic In front, and full elliptic in rear; 17** 



steering wheel; axles, drop, front I-beam, semi -floating rear; framci pressed steel, 
channel section, IW drop. 

nu 

D. 
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PRESCRIBE AND DISPENSE 

The Tablet that will Ghrc You Sattofaction U 

Gering's Resorcin Compound Improved 



Each Tablet Contains: Phenol, MOO gimix Resorcin, I gmnx Papain, 1-8 

|[rain; Pancreatin, 1-8 |[rain; Diastase, 1-8 |[rain; with Soda 

Bicarbonate, Purified Willow Charcoal and Aromatics. 

An Unexcelled Remedy in the Treatment of Intestlnil Indigestion, Preventing Acid 
Eractations, Flatulence and Fermentation. 

Price per 1000, only $2.50; 500. only $1.35. 

Uie HENRY R. GERING CO. 

OMAHA. NEBRASKA. 



FIRST-CLASS CAFE AND BUFFET OPPOSITE AUDITORIUM 

Opened May, 1913 

Ne^v Hotel Carlton 

EUROPEAN 

RATES $1.00: WITH BATH $1.50 



p. C. ROUSH. M«M«er OMAHA 
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INDIAN MOTORCYCLES 

Free Enffine Clutch and 

new Amored M atf neto on all 1913 

models without extra cost 








iH.P. Single 
$2N 






7 II P. Twir 
$251 


1 




A 

Good Guaran- 
teed Bicycle 
complete 
with 
Coaster 
Brake 
for 
$25.00 






A 

complete 

line of 

Edison 

Phonographs 

and 

Gold 

Moulded 

Records 






For fun aemcHptlon of 1912 modefo 
poBtal for free caiaiogue. 






Omaha Bicycle Company 

FMCTOmf D§9TR§BVTORB 

leth and Chicago Sts., Omaha, Nabr. 

















OUR BOOK ON 



What may be expected 'r Sphypoi 



FREE FOR A POSTAL 



At the same time ask for our spe- 
cial No. 47 catalognie covering 20 
Qew apparatus now being placed on 
the market for the treatment of pa- 
tients. You can't miss it. 

FRANK S. BETZ CO. 

Hammond, Indiana 

The largest manufacturers in the 
world of Hospital, Physicians, Sur- 
geons, Dentists, Veterinarians and 
Embalmers' Supplies. Capital, $2,- 
000,000.00. 
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The CldLfkson MemoridLl HospitdLl 

2100 Howard Street* Omaha 

RT. RBY. ARTHUR L. WILLIAMS, Preaident HENRY W. YATE9, Yice-PresidMt 

F, H. DAVIS, Secretary and Treasurer ELLEN STEWART, R. N.. 8upMrlatMid«it 

MEDICAL STAPr 

Offloersi A. B. SOMERS, M. D., President; B. W. CHRISTIE, SecreUry 

Attending PKyslotons 

A. W. Edmiston, M D. LeRoy Crnmmer,M. D. A. D. Dnnn, M. D. 

Attondlng Surgeons 

J. E. Summers. M. D. C. O. Rich, M. D. , J. P. Lord, M. D. B. B. DaTis, M. D. 

Attending Opthatmologlets 
end Otologlste 

Harold Gifford, M. D. 

J. M. Patten, M. D. 

J. B. Potts, M. D. 

Attending Gyneoologlet 

Palmer Findley, M. D. 

Atteodlng PedletrloUn 
B. W. Christie. M. D. 

Attending Obetetriolen 

A. B. Somers,M. D. 

Attending Conexiltent 

W. O. Bridges, M. D. 

Attending Redlologiet 

A. F.Tyler, M. D. 
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Grandview Sanitarium 

KANSAS CITY, KANSAS 
Is a plestant home aod high-grade fanitarium for the care and treatment of 

Mental and Nervous Diseases, the Drug 
Habit and Inebriety 

The Sanitarium is situated 
on a 20-acre tract opposite new 
City Park. The Grandview line 
of the Metropolitan Railway 
passes within one block of the 
Sanitarium. Management strict- 
ly ethical. Address 

N.t.S.BUSS606K, 
Mtdioal DIrMtor 

ProfeMor Neurology, Univertity 
of Kantat 

' KANSAS CITY, KANSAS 

Telephone West 19 



BIRCHEKNOLLE 

SANATORIUM 

Equipped for the treatment of 
those suffering from a protracted 
illness: maternity cases: the var- 
ious nervous conditions: conval- 
escents, and those requiring 
accurately prepared diets. 

GERTRUDE REID SMITH. R.N. 

EDITH GRANGER. R.N. 

Gradoates^PrMbytMiui 
HomiUl. NewYork City 

2211 St. Mary's Ave. 

Tel. Dong. 6808 OMANA.NCB. 



I 



Union PmrkMaiernSfyHomB 



lOOHh 



i A strictly Ptivato Home Itotrmt for UmnarrlAd Girl, and Woumb dalns PNcnanejr md ConliiMnMnt. with bacC 
f Medical Can. Nuninc and ProtMtion. A Horn, found for the Infant by Adoption. AU poblieity avoidwi. Oar 
buainw ia eondoefd in a .trtetly ethical, honorabloand Chriation mannor. We take patianU at any tfane. meet 
them at train, suard and protect tliem while under oar care. Oar prlceeara raaaonnble. 

Doctor: If an nnmarried proKnant sirl applies to yoa for relief, do not torn her away, it may raaolt in her death or 
rain. Send her to oa and we will aave her. hor baby, and her reputation. This has been our business for many 
years. Help us to save them to honorable and useful lives. It is as lecitiniate as any part of your professioa. 
FVw des cr ipt iv e circulars, prkca and terms address 

CHARLES S. WOOD, M.D., 1522 Carroll Av«.» CHICAGO, ILL. 



LADIES 

Vuatrecei 
Phone Douglas d4dl 


JOHN RHDTWtKN 

AND GENTS' TAILORING 

ved a fine line of up-to-date Suitingf and every pattern NEW. 
Suit Complete In 8 Days 
C^K AA IIP 




706 N. 16th ST.. OMAHA. NEB 
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DR. BENJ. F. BAILEY, 

Pres. and Manager. 
MR. W. A. SELLECK, 

Sec'y and Treas. 
DR. MAT L. FLANAGAN, 

A«st. Phjsician 
DR. GEO. J. GOODSHELLER, 

Asst. Physician and GenM Snrgeon 



MISS H. J. FISHER, 

Sapt. of Nnraea 
MISS JENNIE M. HIGGINS, 

Asat. Sapt. Nun 
MR. JOHN C. SCHWAB, 

Aast. Sapt. Nun 



GREEN GABLES 

The Dr. Benjamin F. Bailey 
Sanatorium 



Liiicolii, Neb. 



This la the only Institution In the west havinff Its own larve brick and stone build- 
ings situated in their own rreonds of twonty-flve aores. thus permitting complete elass- 
ifloatlon of cases and yet havinv every modem convenience. 

THB MAIN BUIU^INO, beautifully furnished and thoroughly equipped for all noa- 
contacious chronic diseases, has every electric current useful In the treatment of the 
sick, baths In rreat variety, Includlnff the Mauhelnu the Sprainie hot air treatmemt 
scientlflo massave, physical culture, and an efficient diet kitchen. 



RB8T COTTAGB. the only Institution In the state for the sole reception of thoso 
mental cases requiring for a time soientiflc and watchful care. This institution has 
been and will be conducted in a thorouffhiy ethical manner and desires by its maaago- 
meat to be considered as a most welcome and open door to the profession and their 
patrons. 

Pleas« note that the departments for creneral chronic diseases and for mental cases are widely separated 
and in different beilding's. We desire the profession to have a distinct anderstandinsf of the intent of onr 
Institntion that they may be able to take advantage of it at any time when it may be for the convenience of 
them or their patients. 

Our Motto: The Ethical with Efficiency and Results 
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4-oz.50e 




Liquid and Tablets 

NEwllZES 

For G>nvenience 
in Prescribing: 
theOriginal Package ,,^^,,.,,^ 



Toofallne Liquid— 4-oz. bottle 50o— 8-oz. bottle $1.00— -S-pt. bottle $5.50 

Tongallne Tablets — ^Tonsallne & Uthia Tablets 

Tonsrallne & Quinine Tablets — Ponca Compound Tablets 

Box — 50 Tablets 50c Box — 100 Tablets $1 .00 



AT ALL DRUOaiSTS OR SENT PREPAID ON RECEIPT OP PRICE 
MBLLIBR DRUa COMPANY, 2112 LOCUST STREETt ST, LOUIS 

jafacafiaiiafiafiaiiDiaiiaiiaiiDiiaigijiaigigigigB^ 



The Bonner Springs Lodge and Sanitarium 



BONNER SPRINGS, KANSAS 

(SUSURBAII TO KANSAS OlTV MO.) 



An inttitution for Nervous Diieatet and Narcotic Habitues. New stone buildings. Folly eqaipped. 
Modern inevery respect. For the care and treatment of Hysteria, Insomnia. Nenrastbenia. Melancholia, 
Inebriety, Drag Habitues and the Various Psychoses. 

Nineteen acres of ground. High and very sightly location. Sunshine. Pure Air. Mineral Springs. Free* 
dom from Noise. Dust, Heat and Distractions of the City. Strictly ethical. 
KANSAS CITY OFFICE, Suitt 807 illalto BulMIni DR. HENIIY C. HAYS, RttldMit Sspt 
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l!!e Nebraska Sanitarium 

COLLKOK VIKWand HASTINOS, NIB. 

THE larirest in the state wett of Omaha with branch 
at Hastingt. Neb. Methods the same at the Battle 
CreeH Sanitarium of Battle Creek. Mich. Well equip- 
ped for the application of hydro-therapy of every form, 
masskge, Swedish movementa. electric light bathXray. 
static electricity, faradic. galvanic and sinasoidal cur- 
rents. Laboratory of hygiene for chemical and micro- 
scopical tests of stomach fluid, urine, blood, sputum, 
saliva, etc. Chronie c as e s t hose slow cases which 
torment the doctor in private practice may be trained 
back to health here and will thank their family physi- 
cian for sending them. Health-food factory in connec- 
tion. Address 

THK NIBRASICA SANITARIUM, 
Coltoss Vl«w, N«fc. Hastlass. N«b 



T«l«plkon« Tyler |I98 

Graduate Nurses' Official Registry Association 

OP THC NEBRASKA STATE ASSOCIATION 
2211 ST. MARY'S AVENUE GERTRUDE R. SMITH, K. N.. RegtotnLr 
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Important Announcement 



Quality and Price. 



New Policy of The Henry R. Gering Co. 

All our products will be sold direct, 
from the Manufacturer to you. This, 
with the new Parcel Post, means a great 
saving to every Doctor. 

A dollar saved is a dollar earned. No 
middle man, but first hand to you. Send 
your orders in direct. 



THE HENRY R. GERING CO. 

MANUFACTURING CHEMISTS 
701 South 13th Street Omaha. Nebraska 
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Wratesba Springs Sanitariam 

For ttw o>f >n< ft— twitiit tf Itonft DIfaft 

BUILDING ABSOLUTELY FIREPROOF 

BYRON N. CAPLES. N J>.. Svpt. ) WaukesKa, Wis. 



DR. MOODY'S SANITARIUM, San Antonio, Texas 

Pm ll«rv«u«and Mental DIs«m««, Drue antf AI«»IioII« AMI«tioR«. Four modern bolldlncs and two detached oot- 
tases, with ample proTlslon and proper daaslAeatlon. and with oQulpment and oonyenlenoee for genial home enTlronment, 
eomforte. and for rational, eolentlflc treatment, which Is etrlotly along ethical lines. Location and locality Ideal for health, 
leet and recuperation. Rooms may be had In suite, or with prlTate bath. Surrounded by soTeral hundred acres of City Parks 
and by new OoTemment Post grounds. Address O. H. MOODT M.. D.. 815 BraokenrldgeUTe. (Formerly Assistant Physician 
to State Asylums at Austin and San Antonio. Texas.) 



A TALE OF TAKA-DIASTASB 

To multiply by two the medicina efficacy of a powerful diastasic ferment is a 
notable accomplishment. And that is what scientific investigation has done for 
Taka-Diastase. The result, as may be presumed, was not achieved at a single for- 
tunate stroke. It was the culmination of years of study and experimentation. The 
story is briefly told on another page of this issue of Western Medical Review, over 
the signature of Parke, Davis & Co. It bears this caption: "We Have Doubled the 
Strength of Taka-Diastase." The reader is advised to turn to this announcement, 
which should prove of interest and value to every practitioner who faces the problem 
of amylaceous dyspepsia. 

A word here with reference to the therapeutic application of Taka-Diastase 
may not be amiss. The product may be prescribed with advantage in the treat- 
ment of any pathological condition in which the salivary digestion is inhibited or 
impaired — in any case of gastric or intestinal disorder when the starches are 
digested with apparent difficulty. It is employed with good results in the dietetic 
treatment of subacute and chronic gastritis; in infantile diarrhea, especially in 
cases in which the diarrhea alternates with constipation; in malnutrition or inan- 
ition; in vomiting of pregnancy; in diabetes due to pancreatic disease. 



A. DONAGHUE, FLORIST 

1622 Harney Street* New Lrocation OmaheL, NebraskeL 

Telephones: Douglas 1001 and 3333 
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lite AUDITORIUM HOTEL, Denver 



New— CLEAN— Quiet 

$1.00 per Day and Up 

=EUROPEA]Sr= 

Strictly First- Class and Modem in 
Every Way. 

WATSON BROS,, OWNERS 



Aulabau 

1^ ILlif 1q^ 




will put you '*iii rigrht" with her for a year. Classy desifirns, hififh-fifrade 
workmanship and moderate prices. 



Fur Sets from $15.00 up. 
Fur Jackets from $40.00 up. 



We make them here — no jobber or retailer to gtt a slice of your money. 
Select them now — we hold them till Xmas. 

G. N. AULABAUGH 

Comer I9tli and Famam Sts. OMAHA, NEB. 




Everything Photographically executed by exx>erts of long experience. Try us and 
you will not be disappointed. Mr. Eitner for the last four years was operator at the Heyn 

®'^*^^°* STUDIO: lOr SOUTH 16tli STREET 

Tak« Elerator to Sd Floor Telephone Donrias SS87 
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PURE, SWEET, SAFE and consequently CLEAN NILK 

in preparation of food means delicious and appetizinff meals 

ALAMITO Douglas 4 1 1 



^":'.lJt.r.r' HULSE & RIEPEN "?; J; ?!;:"- 

UNDERTAKERS AND EMBALMERS 

PHONK DOUGLAS 1226 701 SOUTH 1 6TH 8TRCCT 

OMAHA, NEB. 



TAKE YOUR MEALS AT- 



1411-13 Doutflms Street. OMAHA 

Good* Wholesome Food, Prepared in a Sanitary ^Way« 
at Popular Prices. 

Call DougUfl 1561 and Arrange for SPECIAL DINNERS. 



VASO-MOTOR DERANGEMENTS 

The part played by the vaso-motor system in countless diseases is at last 
thoroughly recognized. As a consequence, circulatory disorders are among the 
most common functional ailments that the modern physician is called upon to 
correct. Various heart tonics and stimulants are usually employed, but the effect 
of these is rarely more than temporary. To re-establish a circulatory equilibrium 
that offers real and substantial relief from the distressing symptoms that call most 
insistently for treatment requires a systematic building up of the whole body. Ex- 
perience has shown that no remedy at the command of the profession is more 
serviceable than Gray's Glycerine Tonic Comp. 

For nearly twenty years this standard tonic has filled an important place in 
the armamentarium of the country's leading physicians. Its therapeutic efficiency 
in restoring systemic vitality and thus overcoming functional disorders of the vaso- 
motor or circulatory system is not the least of the qualities that account for its 
widespread use. The resuts, however, that can be accomplished in many cases of 
cardiac weakness have led many physicians to employ it almost as a routine remedy 
at the first sign of an embarrassed or flagging circulation. 



BNVBLOPBS ADDRBSSBD UP-TO-DATB MAILING LISTS PUBNItHBD 

TYPBWRITTBM LBTTBRS RBPRODUCBD. PILLBD IN, IN8BRTBD. 8BALBD AND 8TAMPBD 



MULTIGRAPH SERVICE 






PHONE Douglas 1456 756 Omaha National Bank Building 
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Bakery Goods Frozen Desserts 

Our Three Service 
Stations 

1519 Dodge 
2557 Famam 
1824 Gumming 

Dalzcirs 



Fine Candies 



Luncheon 



Deformities Corrected 



Doctor: We solicit your 
orders for Deformity Appli- 
ances of every description. 
Artificial Limbs, Shoes for 
extension and deformed feet, 
Elastic Goods, Abdominal 
Supporters. We are agents 
for the Wolfert Deformity 
Appliance & Truss Mfg^. Co. 
of Chicago. Write us when 
in need of anything in this 
line. 

The HENRY R. GERING CO. 



OMAHA 
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Make-Over Feather Shop 

All Kinds of Feathers 

Cleaned, Dyed 

and Curled 



BERTHA KRUGER 



Paxton Block 
Phone Doutflat 8394 



OMAHA, NEB. 



DR. SHOEMAKER 

•uneEON 

Fully Equipped Private Hospital 

1117 L STREKT 

LINCOLN, NEBR. 

Will Go Out of the Citj in ConraltetioB 
or to Oporate 



NEW VORK 



Post-Graduate Medical School ^ llospital 

Second Avenue and Ti^entieth Street. 



With the opening of the new attached 12-6tor7 School and Hocpital Build- 
ing, January 11th, 1912; new Ck)ur8ee and Teaching Method! are inauguarted. 
The New Laboratories are now opened (New Lab. Booklet). 

In addition to the Tarioue Courses regnlarlj conducted, there are being giTen 
AdTSBced Special Courses in 

Stomach Diseases Neurology 

Rectal Disease Abdom., Diag. and MeUbolism 

Infant Feeding and Diag. Surgical Diagnosis 

Dermatology Cystoscopy 

Diseases of Heart and Circulation Anesthesia 

Diatetics Orthopedics, etc. 

Special lectures on different topics on Internal Medicine will be giTen during 
October by Prof. Ton Noorden of Vienna, Professors His and Strauss of eBrlin. 

CEORGE CRAY WARD, JR., M. D., Secretary of the Facilty 



CHA8. mCINC, PrMldMit AGATHA HAMAM N. 8*o'y-TreMur*r 

GUARANTEE LAUNDRY CO., Inc. 

1468-1470 South 16th Street 
PhMi« DeuglM 5373 OMAHA, NEB. 

EXPER9ENCED UWMOtiY MELP—CMOVCH SMiD 



HYMIEDORSICY 



CENTRAL TAXI LIVERY 00. 



SAMMcCRUM 



TAXICABS AND AUTOMOBILBS FOR KVIRY OCCASION 

STAND TBLBPHOnB OFFICE 

Famsm St. between 14th and 15th Doujflag 862 1408 Famam Street 

and Paxton Hotei ^ 
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The Doctor's Family Car 

Here is Luxury, Beauty, Silence, combined iwith Quality and Fine 
Appointments, iwithout the burden of excessive iweight 



The CHANDLER Light Six 



Powerful and Stronif, yet Weighs Less than 3,000 lbs. 



IHIS CAR has the finest equipment, finish and ma- 
1 terial. It is built by men who years ago mastered 
the art of high-grade six-cylinder construction — still it 
sells at the nominal price of $1,785.00. Write for com- 
plete description and proof sheet. 



W. L. Huffman Automobile Co. 

1814-16-18 Famam Street 

OMAHA, NEBRASKA 

SIOUX FALLS. S. D. SIOUX CITY. lA. MITCHELL. S. D. LINCOLN. NEBR. 

222Philli|MATe. 317-19 Sth St. 217 W. lit St. 1228 P. St. 

We*terfl Diftributor* for the Hupmobile 
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such as typhoid f ever, pneumonia^ pleurisy, influenza, or 

those requiring surgical operations, the return to health often 
depends on the thought and attention given to restorative 
treatment K, however, a reconstructive like 

is used, the result is rarely, if ever, in doubt Unlike many 
remedies commonly used to promote convalescence, "Gray's" 
does not act by ''whipping up*' weakened functions. On the 
contrary, it improves the appetite, gives valuable aid to the diges- 
tive and absorptive processes, and reinforces cellular nutrition in 
ways that insure a notable gain in vitality and strength. 

Weakness and .debility vanish as vitality and strength 
appear. This is why "Gray's" is so useful and effective 
^after the acute diseases.^ 
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EDITORIAL 



Fee Splitting — ^A Proposed Remedy. 

The Review received sometime ago, November 17, 1913, the 
following lines from one of the members of the editorial staff: 

*'Why not have someone get up an entirely ethical, but iron- 
clad agreement, that the subscribers will not split fees and will 
instantly report those who do, and also those who ask for a 
rake-off. Such a list to be hoisted on the first page of the West- 
ern Medical Review for January, 1914/* 

Now this may sound daring; but it will surely be done 
somewhere and sometime in 1914. Why not first by the Western 
Medical Review? 
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This suggestion was shown to some of the profession, who 
are outspoken in regard to fee splitting, both as to the offer and 
the demand of such unholy division of fees. 

The Review concluded to print this suggestion without 
comment, but with the earnest request to its readers to express 
themselves freely upon this subject. Communications received, 
of course, will be considered personal, if addressed to the Editor 
of the Review, and marked ''fee splitting.** 

Will our contemporaries take up this matter? 



Hospital vs. JaiL 

A new law passed by the Wisconsin legislature, known as 
Section 3978 of the general statutes, authorizes the commitment 
of habitual drunkards and habitual criminals to hospitals intead 
of to prisons. The district attorney in Milwaukee, Edward J. 
Yockey, says: ''We have the law, and we mean to take advan- 
tage of it.'* He acts by selecting as his first cases a woman now 
serving her eightieth term in the House of Correction for 
drunkenness, and an attorney who once headed the prohibition 
movement in Wisconsin and was widely known as a capable and 
wise legal adviser, but who by the use of alcohol became a 
physical and mental wreck. This civil enactment and legal pro- 
ceeding to treat drunkenness as a disease is a direct result of 
medical teaching. To the medical profession alone is due the 
enunciation of the fact that alcohol introduced into the system 
is potential for disease, no less certainly than the germs of 
tuberculosis, typhoid, diphtheria, pneumonia, and other infec- 
tious or contagious organisms. The world-wide wave for pro- 
hibiting the drinking of alcoholics is supporting the evidence of 
experience that it is an hindrance to the economic value of the 
individual who uses it. The man or woman who regards the 
drunkard as a willful transgressor who should by admonition 
"be good** or accept punitory punishment, are to be pittied for 
their want of known facts, rather than commended for their 
righteous zeal in checking a public evil. Consistency would 
compel like treatment for the effects of the social evil on the 
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individual. Far be it from the writer to minimize the power of 
moral training by parents, care-takers of our children, and 
teachers in our schools, to prevent the beginnings of drunken- 
ness, crime and sensuality. Mental culture is a splendid equip- 
ment for intelligent service when controlled by moral rightness, 
otherwise it may be an equally potent qualification for initiating 
and propagating destructive habits in the individual and society. 
Great honor is due, and much credit given, to the forces of moral 
instruction to prevent drunkenness by prohibiting the manu- 
facture of alcohol, and its use as a beverage. The medical pro- 
fession as a body are leaders in teaching prevention; we recog- 
nize as no other class can the many failures of mankind to 
accept the right when they know it is right and reject the wrong 
when they know it is wrong. We look beyond these moral lapses 
that produce the disease, and insist on treatment to restore at 
least a measure of the economic value of the individual to 
society. It is the stubborn persistence of selfishness in those 
who claim 'Hhe inalienable right to do as they please,** that 
necessitates civil enactments to protect the innocent, punish the 
criminal, and compel the diseased to accept treatment. When 
the persons diseased by alcohol or the germs of the social evil 
are isolated as scarlet fever, diphtheria and smallpox, and de- 
prived of freedom from mingling in society till cured, or rend- 
ered incapable of wronging their associates, the teachings of 
medicine will be an accomplished fact. 

Joseph M. Aikin, 
Brandeis Building, Omaha. 



Parenteral vs. Oral Nutrition. 

Scarcely ten years have passed since Oppenheimer pro- 
posed the word '* parenteral** to express a mode of introducing 
foodstuffs into the body by some path other than per os. Par- 
enteral nutrition has thus become contrasted with oral feeding, 
and the new term has already found a wide acceptance. The 
possibilities and problems of furnishing food to the organism, 
subcutaneously, intravenously, intraperitoneally, or even intra- 
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muscularly, Have been the subject of discussion, particularly 
with reference to conditions of a pathologic nature when the 
usual practice of feeding by way of the mouth has to be aband- 
oned for some reason or other. The result of most of the work 
in this field has been to demonstrate the futility of attempting 
to furnish food to the cells of the body in any form other than 
that in which it is usually prepared by the digestive processes. 
Paradoxical as it may sound, most of the ordinary nutrients 
behave like poisons in the body when they are introduced as 
such parenterally and meet the tissue of the individual in their 
native form. Pew carbohydrates can be injected directly, that 
is, parenterally, and become utilized in any direct manner. 
Cane-sugar, for example — one of the conmionest of dietary 
ingredients — ^is managed like a foreign substance whenever it 
reaches the blood stream in its original chemical form. The 
kidneys quickly eliminate it in good measure. Appropriately 
emulsified fats may experience a somewhat better fate, though 
they tend to remain deposited a long time at the site of their 
parenteral introduction, unles it be directly into the swiftly 
moving blood stream. For proteins the practical possibilities 
of parenteral administration have been eliminated almost en- 
tirely. With the danger of death by anaphylactic shock ever 
present, few physicians would venture to furnish unaltered pro- 
teins to patients by a parenteral route. The hope of the future 
in the direction of parenteral nutrition lies in devising satisfac- 
tory practical schemes for employing not the dangerous native 
proteins, fats and carbohydrates, but rather such digested 
representatives thereof as are normally prepared out of our 
foodstuffs in the alimentary processes and are furnished for 
absorption. As we have remarked on previous occasions, there 
is an excellent opportunity for useful work in this direction to 
supplant oral nutrition whenever for the time being it becomes 
a practical impossibility. — J. A. M. A. 
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Some Basic Principles in the Treatment of Nephritis. 

♦By Arthur D. Dunn, M. D., Omaha 

Since the discovery ia 1905 of the selective action of uranium 
nitrate on the kidney, the experimental method has been assidu- 
ously applied to the study of nephritis. Much work has been 
done with other agents, such as corrosive sublimate, cantharidin, 
potassium bichromate, nephrotoxic sera, diphtheria toxin, 
arsenic, venom, essential oils, etc. The selective action of dif- 
ferent agents for various parts of the renal system has been 
studied, and effort had been made to bring the results into har- 
mony with Haidenhain's theory of renal secretion and with 
the laws of osmosis. The problem of nephritis seems to be 
hopelessly clouded until we come to Fischer's work. This 
worker has met the harsh criticism usually meted out to one 
who boldly attempts to upset prevailing notions. My belief in 
Fischer's colloidal conception of nephritis has grown with 
experience. The theory is based on well worked out and thor- 
oughly analyzed experimental evidence. It therefore merits 
consideration even in the face of negative therapeutic results. 
To be sure much remains to be learned in the application of the 
principles of colloid chemistry to physiology and pathology. 
Failures in treatment have been frequent, but the successes have 
been none the less impressive. 

The acidosis conception of nephritis grew out of an extend- 
ed series of experiments in an inquiry into the nature and cause 
of oedema. Nephritis forced itself into the investigation as a 
corollary of the oedema problem. The cause of oedema was 
found to *' reside in the tissues." The swelling and shrinking 
of the tissues was found to follow the laws of hydration and 
dehydration of colloids. The secretion of urine by the kidney 
colloids depends on the absorption of water from the blood 
stream on the one hand and the giving it up into the urinary 
tubules on the other. 

Let us consider the factors that determine the absorption 
of water by colloids. 

Increase in the acid content of a colloid, whether living or 
dead, will cause it to take up available water. 

Any agent that will decrease the acidity of a colloid will 
cause it to give up water. 

*Read before the Omaha-Dounrlas County Medical Society. Oct. 9, 1913. 
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Although neutralization of the acid H. of a colloid will 
cause it to loose water, yet if suflScient alkali be used to render 
the colloid alkaline, water will again be taken up in proportion 
to the alkalization. This property is spoken of as reversibility. 
From continuous presence of an increased amount of acid, the 
colloid may become irreversible, i. e., the ability to take up or 
loose water with change in the acid or salt content is lost. This 
partly explains the inefficiency of the alkaline-salt treatment in 
chronic parenchymatous nephritis. 

Colloids give up water when placed in certain salt solutions. 
In order to bring about shrinkage of a colloid, the salt solutions 
must be hypertonic to the colloid, i. e., the concentration of the 
salt in which the colloid is placed must be higher than the salt 
content of the colloid itself. The higher the concentration up to 
a certain point, the more water the salt solution abstracts from 
the colloids. Not all salts act the same; with the same acid 
radical their bases arrange themselves in the following order, 
the least dehydrating first: Sodium, magnesium, strontium, 
calcium. With the same base but with different acid radicals 
they arrange themselves as follows : Chloride, bromide, iodide, 
acetate, sulphate, phosphate. Fischer has shown experimentally 
that the diuretic action of the different salts parallels complete- 
ly their dehydrating effect on protein colloids. This proves that 
their action rests upon their influencing the body as a whole and 
that they act as diuretics only so far as they furnish the secret- 
ing kidney with free water. 

The water in our body is held largely by the colloids as 
hydration water. In order for secretion to occur free water 
must be furnished, i. e., the body colloid must be saturated be- 
fore any water is available for secretion. Many failures in 
treatment with salt solutions are thus explained. Hypotonic 
solutions, or not enough of hypertonic, are given. The blood 
therefore remains hypotonic to the tissues and all the free water 
taken in with solution is quickly absorbed by the tissue and the 
oedema increases. 

Treatment with the Fischer method must always hold the 
following principles in mind : 

(1) Sufficient alkali must be given to decrease the acidity 
of the tissues and kidney, and thus lessen their capacity to hold 
water. 

(2) Salt must be given in hypertonic solutions to draw 
the water out of the tissues in order to supply the kidneys with 
free water to make urine. 
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(3) The treatment is symptomatic, not specific. It is 
directed against the acidosis, which is the result of some under- 
lying cause. It is most efficacious where the cause is acute and 
transitory, such as in acute toxic nephritis, eclampsia, etc. 

(4) The kidney trouble is merely a local and an easily 
recognized manifestation of a general acidosis. 

Pathology. 

When we turn our attention for a moment to the pathology 
of nephritis we find the histological criteria on which we diag- 
nose inflammation elsewhere discarded. Exclusivie of the acute 
interstitial focal nephritis, such as occurs occasionally in scarla- 
tina (Councilman), the acute endocarditic type described by 
Libman and Baer, certain acute and sub-acute glomerulo- 
nephritides, and suppurative nephritis, the acute nephritides do 
not as a rule present the accepted features of inflammation. 
Polymorpho-nuclear invasion is absent and round-celled infiltra- 
tion is minimal. The picture of acute diffuse nephritis, with the 
above exceptions, can be produced at will in the laboratory by 
putting slices of normal kidney in a weak acid solution (.002 
Hcl.) 

Chronic interstitial nephritis does not seem to me to be an 
inflammation at all, but a degenerative process secondary to 
arterial disease. Incident to diminished blood supply from 
gradual obliteration of an artery, a section of the cortex or a 
glomerular system swells, becomes gray, discharges albumen 
and casts, disintegrates, and its place is taken later by prolifer- 
ating fixed tissue cells. This explains why albumen is present 
at one time and absent at another. Early in the disease when 
the cutting out is at infrequent intervals albumen is found by 
chance. Later, when the cutting out occurs frequently, albumen 
is constant. This form differs radically from the chronic 
parenchymatous by the lack of oedema, except with failure of 
compensation, or with marked increase from some external 
cause in the acidosis. (It should be understood that in our use 
of the term nephritis, unless qualified, we do it with the full 
knowledge that with the certain exceptions it is not a true 
inflammation in any sense of the word.) 

Acute nephritis is characterized chiefly by certain urinary 
findings, by oedema, by symptoms on the part of the central 
nervous system, such as stupor, coma, convulsions, disturbed 
vision, etc. This condition can be produced experimentally in 
the laboratory by injection of a dilute acid into the circulation 
of an animal. Removal of the kidneys fails to produce the 
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symptoms. Therefore the oedema is not due to the failure of 
the kidney to functionate. From the above and numerous con- 
firmatory experiments the basic fact is deduced that parenchy- 
matous nephritis is merely a local manifestation of a general 
acidosis, in the same manner as a papilledema, a f?laucoma, a 
wet brain, or an anasarca. 

The Dechlobination Treatment. 

Because a paper on the' modem French conception of 
nephritis was read and much commented on at the last meeting 
of the Missouri Valley Medical society, I cannot refrain from 
paying this conception some attention. Widal, Lemierre, Cas- 
tigne, Lepine, Javal, Strauss, Achard and many others have 
interested themselves in the problem of sodium chloride elimi- 
nation and have constructed a therapeutic system on this basis. 
Attention was attracted to salt retention as the cause of oedema 
by the fact that in cases of rapidly developing oedema there 
was a marked decrease in the total output of sodium chloride. 
It was not emphaszied that salt and water excretion went hand 
in hand. Retention of salt as a possible index of water retention 
was discarded. With restriction of salt (of course there was 
less water drinking), combined with other favorite methods of 
treatment, polyuria with corresponding excretion of salt ensued, 
and ergo — the materia peccans was the chlorides. It was ad- 
vanced that there must be an equilibrium between the amount 
of salt in the body and the amount of water. For every twelve 
grains of salt there must be one and a half to two liters of water 
retained; in other words, there must be enough water to make 
a physiological salt solution. The dehydrating power of hyper- 
tonic salt solutions was either not known or not appreciated. 
The kidney is -considered as an osmotic membrane and the laws 
of osmosis are used to explain secretion, and authors speak of 
the ** permeability of the filter for salt." 

The basic experimental work for this theory has been done 
on cases, that is, on diseased kidneys, and under conditions 
which make the number of variables so great that the results 
are most difficult of correct interpretation. In experiments in 
physics or chemistry one is allowed two vaiarbles at the most; 
all the other factors must be constants. In the experiments on 
nephritis by the French school and its followers the reverse is 
seen — we have one or two constants and many variables. 

Let us analyze one of these clinical experiments. We quote 
from Widal and Lemierre (Ergebnisse der Inneren Medizin u. 
Kinderheilkunde) : **Milk contains on the average 1.6 grams 
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of chloride- per liter so that the daily ration shows a total of 
five to six grams (the patient is given three to four liters of 
milk per diem I !) That is too much (chloride) for a patient 
with chloride retention whose renal permeability for salt often 
lies under this amount. We recently observed a young man with 
parenchymatous nephritis who showed a daily demonstrable 
dehydration and dechlorination on a diet of bread, meat and 
potatoes, which represented altogether 1.5 gm. of salt. When 
this mixed chloride — pood diet — ^was substituted by. a daily 
allowance of three liters of milk there was an increaes in body 
weight of three kilos in five days and an increase in his 
oedema.*' Four grams of chloride is held responsible for the 
oedema ; the possibility of the 120 grams of albumen contained 
in the three liters of milk being a. factor, is not even hinted. One 
feels the chloride to be much in tiie same position as the fly who 
sat on the axle of the rapidly moving chariot, saying: *'See 
what a dust I am raising.*' 

Widal holds the influence of urea is practically nil in pro- 
ducing oedema, although it can be easily demonstrated in the 
laboratory that urea is one of the most potent substances which 
we can use to hydrate colloids. Koranyi speaks of a concen- 
tration of 5.7 NaCl. pro mille in the oedema fluid which ^^ dis- 
tends the tissue interstices.'' We must emphasize the fact that 
a 5.7 pro mille sodium chloride solution is hypotonic. 

The French school divides uremia into two classes: '*Dry 
uremia," such as we get in chronic interstitial nephritis, which 
is due to retention of urea, and '* hydropic uremia," which is 
due to chloride retention. This classification is based on whether 
oedema exists or not. Now the symptoms of uremia are mostly 
cerebral, viz., headache, papilledema, convulsions, vomiting, 
stupor, coma. The most constant pathological brain finding is 
oedema. This is true whether there be general oedema or not, 
so that a division into generic types on the dry and wet basis 
goes by the board. In the first instance the oedema is local ; in 
the second it is part of a generalized oedema. 

In the literature consulted there is little critical considera- 
tion of salt concentration. The good results of the Carrel cure 
for dropsical condition in which myocardial insufficiency plays 
a prominent role are in a large part due to concentration of the 
body salts resulting from the restricted fluid intake. The re- 
striction of the water intake is urged in the dechlorination cure. 
We read that ''for edematous nephritis especially for those with 
beginning myocardial weakness it is of importance not to ex- 
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ceed one to one and a half liters of fluid per dienu'* A bit of 
addition will show us that on a 1200 c.c. intake per diem the 
body suffers a concentration of the body fluids, and therefore 
a salt concentration. In twenty-four hours we lose at room 
temperature about 600 c.c. of water through the skin and 450 c.c. 
through the lungs ; add to this 250 c.c. in the feces and 1000 c.c. 
in the urine, and we have a total daily loss of 2,300 c.c, or about 
1,100 c.c. in excess of the maximum intake allowed the patient. 
In addition the output is often increased by the action of a saline 
(an alkali salt, by the way) on the bowels. This is an important 
variable that has not been duly estimated by the French school. 

In their experiments they do not use hypertonic solutions, 
i. e., more than 0.8 per cent. Milk is markedly hypotonic, yet 
the results of this *^salt solution** is much abused as an argu- 
ment againts salt administration. 

The presence of alkali and various other salts is disregard- 
ed in explaining the good results of a mixed diet poor in salt. 

Rest is advocated to assist the dechlorination cure; but 
the therapeutic effects of diminution of urea and of increased 
oxygen supply to the kidneys are disregarded. More complete 
combustion during rest of animo-acids, which diminishes the 
acidosis, is not considered, as is shown by the nocturnal polyuria 
of chronic interstitial nephritis and cardio-sclerosis. 

Enough has been brought forward to show some of the 
fallacies of the restricted-chloride treatment. Much might be 
said of recent experiments to determine the increase in hydro- 
gei^ ion concentration in the urine and blood in nephritis and in 
heart disease. Much of the recent pharmalogical experimenta- 
tion which is of clinical interest might be mentioned, e. g. 
Diuretin shortens the life of rabbits with acute fatal uranium 
nitrate nephritis — but the time limit has forced me to give the 
matter in a hypertonic solution. I fully appreciate the hope- 
lessly incomplete presentation of the subject assigned me. I 
thought best to deal merely with some fundamentals on which 
treatment is based, and have purposely omitted deductions, 
details, methods and technique, for it is through knowledge of 
the fundamentals that one may walk surely and safely in the 
therapy of nephritis. 

Reflexes, Anoci Association and Surgical Shock. 

By John Duncan, M. D., Omaha 
1. The Nervous System. 

If I chop the foot of a tree the branches are unmoved 
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and the leaves unshaken. If I wield the axe upon the foot of a 
fellow man instantly the body as a whole responds in movements 
of alarm and defense. The tree has no nervous system and its 
distant branches have no means of being made acquainted with 
the injury I am doing to a vital part of its whole. Man has a 
highly organized nervous system responding instantly to stimu- 
lation and by means of which he appreciates and becomes influ- 
enced by impressions from the outer world and is enabled to 
adapt himself to his environment. 

Grossly this nervous system consists of afferent or sensory 
nerves transmitting impulses to the gray matter (brain and 
spinal cord) and efferent or motor nerves through which the 
impulse travels from the gray matter to the periphery. 

2. Nbbvb Impxtlsbs. 

The characteristic attributes of animal life — sensation and 
motion — are manifestations of a discharge of nervous force. 
This discharge may be in the shape of a reflex, which we define 
as '^an action, not directly voluntary, whether we are conscious 
of it or not.'' It is implied in the definition that both the affer- 
ent, or sensory, and efferent, or motor, paths are involved in the 
act, together with the corresponding spinal segment. The whole 
goes to make up what we term the ** reflex arc." If the reflex 
be of the unconscious type the path pursued is the one described. 
If it be of the conscious type they are overflows and the impulse 
ascends the cord for reference or modification. We can cause 
the reflex to become conscious by heightening the irritability of 
the arc or by increasing the stimuli. 

3. Man a Motor Being. 

Man is a motor being, or a motor mechanism of many parts, 
the parts integrated by the nervous system. This motor mechan- 
ism is made up of two parts, the part perceiving his relations to 
the external world or his environment, and the part which is 
driven by his environment. His existence is made up of a series 
of stimuli and responses, literally reflexes, which may be con- 
scious or unconscious. The response may take place in true 
muscular action, or in an agitation of the mind, an emotion, as 
fear, or the two varieties of responses may be co-existent. For 
our purpose we may say that stimulation of the motor mechan- 
ism without muscular action is emotion. 

Through countless ages man has been carrying on a titanic 
struggle with the external world — a struggle for existence. The 
sum total of his vast ancestral experiences is represented in 
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what we call *'phylogeny." An analysis of this **phylogeny*' 
proves it to be the composite whole of man^s innumerable in- 
stincts and emotions. In primordial days the existence of the 
human animal depended on three things, viz., self-defense 
against its enemies, acquisition of food and procreation. These 
three instincts have been implanted in man perhaps most strong- 
ly of all. Through these chiefly man has come to associate the 
various stimuli which have made up his existence into those 
which benefit the individual or "Bene'* associations, and those 
which harm the individual or *'Noci'' associations. 

The bare-foot boy who steps on a sharp stone inamediately 
discharges nervous energy in the shape of a reflex to escape the 
wounding object. The action is not voluntary. It is protective ; 
instinctive or phylogenetic defense. He need never have had a 
similar experience before nor to have been taught in the act. 
Now the mere memory of that stone will adequately stimulate 
the motor mechanism to the disfcharge of nervous energy, not in 
muscular movement but in the emotion, fear. Receiving a blow 
we strike back, angered ; the discharge bf nervous force result- 
ing in both motor movement and in the emotion, anger. Memory 
or imagination of that blow even years afterward excites us to 
anger only. In the first instance at the time we received the 
blow the reflex was excited through the stimulation of the trau- 
matic (or contact) receptors, in the last instance through the 
emotional (distance or nontraumatic) receptors. In either in- 
stance a **Noci" association resulted and either was probably 
equally noxious. 

The external circumstances for the individual about to un- 
dergo an operation are strikingly similar to those that called 
forth in his jungle-prowling ancestor fear (which is a recollec- 
tion of physical injury) and the employment of his motor 
mechanism in defense against impending danger. The patient 
suffers enormously from fear — that is to say, an anticipation of 
bodily injury. Every thing about the surgical -chamber suggests 
the terrible things that are to come. If instinct held sway the 
individual would flee the sight of all. But man differs from other 
animals in the assumption of the work of instinct by reason. 
True, he has a greater variety of instincts than any other animal, 
but, with his evolution into the highest form of animal life and 
his immense phylogenetic past he has acquired memory, power 
of reflection and inference. He has modified his instincts so he 
has commenced to feel them in connection with their ends and a 
foresight of their results. This means he reasons, realizes the 
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relation between cause and effect, and the necessity of removal 
of cause to be rid of effect in the matter of disease as in all 
things, and submits to surgical procedure. Nevertheless, he 
retains his susceptibility to emotional and traumatic stimuli and 
still forms ^*Noci'' associations. 

Now let us sunmiarize by repeating that man is a motor 
animal and that his environment is a continual source of stimuli 
to which he reacts consciously or unconsciously forming ^*Bene'' 
or **Noci'' associations. These stimuli are either traumatic 
(contact) or non-traumatic (distance), resulting either in motor 
movement or in emotion, or both at the same time. (Non- 
traumatic, emotional or distance stimuli may give rise to in- 
stinct as well as emotion, but for our purpose we need make no 
distinction.) 

4. Surgical Shock. 

The brain is a great storage battery and each cell is charged 
with potential nervous energy, a certain amount of which is 
discharged following either traumatic or emotional stimuli. By 
*^ nervous energy'' something definite is implied, for it is just 
as much a physical substance as is blood, urine or bile. This 
energy is as easily drawn off by stimuli, either traumatic or 
emotional, as is blood by incising a vessel. When this nervous 
energy is so rapidly discharged that there is no chance for 
restoration every organ in the body gives evidence of pathologic 
physiolorgy ; morphologic changes indicative of cellular exhaus- 
tion. The histologic picture then is entirely altered from that 
of normal ner\'^ous anatomy, for inevitably there comes a time 
when, from this excessive dissipation of energy, the cerebral 
hemispheres are nothing more than empty shells. If the dis- 
charge has resulted in obvious work performed we term it 
** physical exhaustion." If no work has been performed we call 
it *' shock." If the exhaustion arose from surgical procedure 
we term it ** surgical shock."- All of us, in our waking and 
sleeping hours, are, in varying degrees, being continually 
shocked. When we run to catch a train, become oppressed by 
the receipt of bad news or when overworked, we are shocked. 
In most cases the phenomenon is so ^slight that we are only 
momentarily fatigued, the depleted nervous energy is replen- 
ished and equilibrium is re-established. There is a definite 
physical basis for shock; the dissipation of this vital material 
force known as nervous energy. It is needless to recite the 
almost innumerable experiments that go to prove the correct- 
ness of the hypothesis. 
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Picture the number and intensity of the stimuli arising 
from the liberation of dense abdominal adhesions or the per- 
formance of a major amputation and estimate the degree of 
shock that must necessarily ensue. 

5. Anabsthesia. 

The word *' anaesthesia** accurately describes the effect of 
general anaesthetics in anaesthetic dosage — ^without feeling. 
Surgical anaesthesia does not kill, so all the brain asleep, and 
yet the part asleep — the conscious centers — show even more 
marked changes than the medulla — the part not anaesthetized. 
Ether is but a veneer; anaesthesia brought about by it offers 
no protection to the brain cells from the effects of trauma. Ln- 
pulses set up by the surgeon still reach the brain, since the ether 
breaks the reflex arc causing consciousness somewhere in the 
efferent patii. This is true of all lipoid solvent anaesthetics, 
though the others offer more protection than does ether. 

6. Anoci Association. 

That state of a person when he receives no stimuli from 
which he can form ^'noci** associations can be described only 
by one word, *' anoci** association, meaning without *'noci** 
associations. 

We have shown that the emotional or non-traumatic stimuli 
are as great a factor, almost, in the production of shock as 
traumatic, sometimes called actual determinate stimuli. Surgi- 
cal shock then may be divided into psychic or emotional shock 
due to fear of the operation and traumatic shock due to the 
trauma inflicted during the operative work itself. The individual 
suffers from fearful anticipation of the injury to be inflicted 
and from the injury itself. If we have excluded fear no harmful 
emotional stimuli can have reached the brain and no emotional 
shock can have resulted. From the time we first come in con- 
tact witt the patient our every effort should be directed toward 
the prevention of fear. Tact in stating the diagnosis and recom- 
mending operation, withholding of unfavorable prognosis, and 
care in initiation of the patient into the hospital routine are all 
essential. A preliminary dose of morphine and scopolamine 
just prior to removal from the bed greatly lessons the acuteness 
of the patient's perceptive faculties and permits the induction 
of the anaesthesia with much less excitement and apprehension. 
All these measures serve to bring the patient to the operative 
work proper with little or no emotional shock. 

We cannot thus prevent traumatic stimuli for the operative 
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work itself implies trauma. How, then, can we prevent the 
damaging stimuli from reaching the brain T We know that gen- 
eral anaesthesia does not do so; therein lies the proof of the 
correctness of our hypothesis of the cause of shock. We must 
break the afferent path of the reflex arc. This we can do by 
infiltrating the operative field with a local anaesthetic, such as 
novocaine, as thoroughly as if we were going to use local 
anaesthesia only. Then no traumatic stimuli can reach the 
brain. Since we have removed the source of the emotional 
stimuli there can be no emotional or psychic shock. We have 
prevented the transmission of the traumatic stimuli so there 
can be no traumatic shock. We have conserved in the greatest 
possible measure the potential nervous energy, the dissipation 
of which causes shock. 

7. Post Opebativb Gas Pains. 

With the elimination of the volatile anaesthetic conscious- 
ness returns. With the destruction of the block in the reflex arc 
in the shape of the novocaine communication between the brain 
and the operative field is re-established. Then come certain 
phenomena observed more or less in all operative work in- 
volving the peritoneum called *'gas pains. '* These include 
borborygmus, inability to pass gas, some distention, some rigid- 
ity, nausea and sometimes vomiting. These disappear with a 
free bowel movement often only to recurr. Enemata, hot packs 
and opiates relieve. These are associated only with operations 
involving the peritoneum. Simple incision, such as draining an 
appendiceal abscess or a vaginal section, causes very little if 
any disturbance. The more trauma inflicted the more severe 
the train of symptoms. This we might call **phylogenetic de- 
fense." Nature, to prevent further injury, to the best of her 
ability immobilizes the broken limb by muscular rigidity. She 
*^ splints'' the intestine at the site of trauma to localize and 
overcome any possible infection from perforation. Oftentimes 
so perfect is the inhibition of peristalsis that the patient fears 
obstruction. If, in addition to blocking the nerves with novo- 
caine on opening the peritoneum, we use a more lasting block 
(four or five days) in closing, such as 50 per cent alcohol or 
urea and quinine hydrochloride and place each in the peri- 
toneum carefully within this newly and more permanently 
blocked area, we will have prevented, or at least greatly miti- 
gated, the suffering from gas pains. Afferent impulses have 
been blocked and the mechanism of intestinal inhibition has 
not been excited. The patient's bowels move freely and easily, 
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there is little or no post operative nausea or vomiting, few **ga8 
pains,** little distention and no backaches. 

Every well-informed surgeon realiezs the necessity of con- 
serving his patient's vital forces. Undue dissipation of the 
potential energy representing the patient's vital forces means 
either death in shock or a prolonged and stormy convalescence. 
Consequently the operator is often not permitted to inflict the 
trauma necessary to accomplish thorough work. This results 
in incomplete and unsatisfactory recovery. 

A thorough carrying out of the principle of '*Anoci Asso- 
ciation" conserves to the greatest possible degree the margin 
of safety, which in many cases is all too small. 
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The Effect of Children's Diseases on the Organs of the 

Oral Cavity. 

♦By A. O. Hunt, D. D. S., Omaha 

This occasion is one I have long wished for. When an 
organized body of the medical profession and one of like char- 
acter from the dental profession should meet together to impart 
to each other the knowledge that was familiar to either calling, 
but not well known to both. For some years there have been 
men of both our callings that have reailzed that there was a field 
that was not fully open to either, and yet where our energies 
overlapped in confusion. This occasion is to me a hope ful- 
filled. I believe it also to be the making of history for both pro- 
fessions, that will in future times redound to our credit. 

So far as I know this is the first meeting of this character. 
While there have been papers and discussions by dental men 

*Read before a Joint moeting of the Omaha-Douglas County Medical Society and the Eastern 
District of Nebraska Dental Society, at Omaha, in October. 191S. 
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before medical societies, and also papers and discussions by 
medical men before dental societies, there is also a section in 
the American Medical society on stomatology. The fourth 
International Medical congress which met in Washington was 
the first to establish a section on dentistry. None of these in 
character are like this meeting, where all divisions are set aside 
and the desire is to obtain from each other that information 
that can best be obtained in this way. 

The title of this paper is a comprehensive one, the effect of 
disease on all the organs of the oral cavity could not possibly 
be considered in a ten-minute paper. I shall only consider the 
effect upon one of the tissues, the teeth. These effects are well 
defined and very serious, resulting often in the most unsightly 
deformities. These disturbances occur while the teeth are still 
embedded within the jaws from three to six years before their 
eruption into the mouth. 

For a clearer understanding of the subject it will be well 
to consider the development of the teeth both as to the time and 
the manner in which this is accomplished. 

The teeth are the first organs of the body to be developed, 
Each tooth is developed in a follicle of its own which is not un- 
like the Graafian follicle in many of its characteristics. There 
are five distinct tissues developed within and by the dental 
follicle. The enamel, the pulp, the dentin, the cementum and 
peridental membrane. 

The first appearance of the teeth is at the sixteenth week of 
embryonal life. The enamel organ which is derived from the 
epithelial tissue behind the formation of the enamel rods in 
accordance with the form and type of the developing tooth which 
at this time is the central incisor of the temporary teeth. At the 
seventeenth week the lateral incisors begin the formation of the 
enamel portion. The twentieth week the molars of the tempo- 
rary set begin their formation. The growth is in this order 
until the teeth are completed. For the temporary teeth from 
three to four years for each tooth is reqilired for its completion. 
Contemporaneously with the development of the enamel the 
dentin bulb arises from the subdermal tissue by which the dentin 
is built up and gives form and substance to the whole tooth. At 
the twenty-fifth week of embryonal life the enamel of the first 
permanent molar appears. At the fortieth week or birth, the 
crowns of all the temporary teeth are well outlined. At the 
fifth to the sixth month after birth the temporary central in- 
cisors are ready to erupt through the gums. At the ninth month 
the lateral incisors appear. 
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The first year the temporary molars and the incisors of the 
permanent set begin to calcify — second year the lateral incisors 
begin forming — third year the cuspids begin and the remaining 
temporary teeth are erupted. Fourth year the calcification of 
the bicuspids. Fifth year the second permanent molar begins 
calcification and the decalcification of the temporary central 
incisors takes place. Sixth year the first permanent molar erupts 
and decalcification of the temporary lateral incisors. Seventh 
year the decalcification of the temporary incisors is nearly com- 
pleted and decalcification of temporary molars commences. 
Eighth years temporary central incisors lost and permanent 
incisors erupting. At this time the third molars (or wisdom 
teeth) begin calcification. Ninth year lateral incisors lost arid 
permanent teeth erupting. Tenth year the first permanent molar 
is completed. This tooth first begins its development in the 
twenty-fifth week of embryo life, requiring more than ten years 
for its growth. This is true of all the permanent teeth. The 
eleventh year the decalcification of all the temporary teeth is 
about completed. Sixteenth year the permanent teeth are com- 
pleted except the roots of the second molars, but all the perma- 
nent teeth should be erupted except the third molars. 

The most important effect of disease upon the developing 
teeth produces what is known as atrophied teeth, a condition 
where there has been a lack of nutrition to the tissues while the 
process of development is going on. The time given for tooth 
development is the usual time, yet we have to take into consid- 
eration the law of variation which is in evidence here as else- 
where in the body. 

The appearance of the teeth shows a surface in part de- 
nuded of enamel, the teeth shortened and sometimes with deep 
pits extending into, often passing entirely through, the tooth. 
There is also at times deep grooves encircling the tooth entirely. 
In these pits or grooves there may be a thin layer of enamel or 
none at all. This deformity may involve only the occlusal third 
of the permanent central incisors and the first permanent molars. 
If this is the case, the illness must have occurred between birth 
or about the first year, as this is the time when the enamel por- 
tion of these teeth are beginning their development. The atrophy 
is confined usually to the enamel portion; it is rare to find the 
root portion affected. 

The edges of the incisor teeth may be irregularly notched 
or pitted or there may be only the notch in the central portion, 
the occlusal third devoid of proper angles and surfaces being 
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contracted towards the central notch. This latter condition is 
known as the types of the Hutchinson tooth and the cause 
attributed by hun to inherited syphilis. 

Doctors Le Gros and Magitot were among the first to in- 
vestigate the developing process histologically. Goodsir some- 
time before this, by dissection, found the detnal follicles and 
their relation to each other, also their time of development. 
Magitot made sections of the various tooth tissues and their 
manner of growth. Some years ago there was a long contro- 
versy between Hutchinson and Magitot as to the cause of this 
atrophied condition, Magitot holding that it was due as well to 
other causes. Hutchinson finally modified his views somewhat 
by saying that hereditary syphilis was at least the cause in some 
cases. 

When this deformed condition extends to the permanent 
lateral incisors and only the occlusal third is involved, the dis- 
ease must have been at about the second year ; in this case the 
deformed area on the central incisors extends farther toward 
the gingival margins. Should it be the occlusal third of the 
cuspids the illness must have been at about the third year. In 
some cases the grooving or pitting is in the middle third of the 
teeth, the occlusal third being normally developed ; disturbance 
must have been at about the fifth or sixth year. While it is not 
possible always to get good history as to the time of any illness 
or as to what the illness was, yet enough of history has been 
obtained to make it reasonably certain as to the correctness of 
these conclusions. 

Time will not permit of going into further detail as to the 
varying conditions presented in these deformities, but it is 
usually confined to the incisors, cuspids and first permanent 
molars. It is very rare to find the atrophied condition on the 
bicuspids or second permanent molars. Wherever so found the 
history of the case is that of prolonged anemic condition, ex- 
tending to the fourteenth or ^teenth year. I have seen but 
three of such cases, one some years ago, and two in one family 
here in Omaha, a boy and girl. I first saw the case of the girl 
when she was between 14 and 15 years, and all the teeth were 
involved that had been erupted, being covered in whole or in 
part with only a thin layer of enamel on some of the teeth and 
on the others none at all, the teeth being very sensitive to heat 
and cold. I advised waiting until the roots of the molar teeth 
were completed and if conditions were favorable the teeth 
should all be crowned if the roots were in normal condition. 
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In the case of the boy at 10 years of age the condition was 
not so bad, but all the teeth that had erupted showed marks of 
this deformity. In both of these cases no well developed disease 
seems to have occurred, but from birth they had both been in 
an invalid condition. It would seem then a very difficult matter 
to say that special disease is the cause of this atrophy, whether 
hereditary syphilis, measles, scarlet fever, typhoid fever, 
whooping cough, etc. 

There is little doubt but that any pathological condition that 
interferes with the nutrition of the enamel portion of the teeth 
during the time of its development may cause these deformities. 

A peculiarity in regard to the teeth is that none of the tooth 
tissues proper have the functions of restoration when once lost 
from any cause. The hair and nails show the same atrophied 
condition, but as they are continuous growing tissues this is 
corrected as the growth exfoliates the faulty part. Another 
peculiarity is that if the deformity occurs in any part of the 
tooth when the health is restored, the enamel portion developed 
after this time is perfectly normal. 

In closing I might for the sake of discussion say that many 
disturbances attributed to the teething process are not in my 
opinion always correct. The eruption of the teeth is a physi- 
ological process, and unless the tooth meets with some serious 
obstruction it erupts in its place without serious consequences. 

The Prevention of Cancer of the Uterus. 

By Palmer Pindley, M.D., Omaha 

We are passing through a veritable crusade against cancer. 
The medical profession is everywhere giving serious thought 
to the many phases of the subject; numerous experiiaental 
laboratories have been established throughout the medical 
world; large sums of money have been donated for the prose- 
cution of this work; medical organizations are assuming the 
responsibility of educating the general profession and the lay 
public in matters pertaining to tiie early recognition of cancer ; 
our medical schools are giving practical clinical and laboratory 
demonstrations to qualify our graduates to recognize the early 
forms of cancer, and finally surgeons are vying with one another 
in devising means for the radical removal of the growth. 

The countless theories and alleged discoveries of the clause 
of cancer have only served to deepen the mystery as to the real 
nature and origin of cancer. If it should prove that cancer is 
of parasitic origin preventive measures will naturally follow, 
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but if the theory of biological origin is to maintain we may never 
be in possession of absolute means of prevention. 

We do not know the cause of cancer, therefore we are 
powerless to prevent its development, but we do have accurate 
means at our conamand for the recognition of the growth and if 
we will but lay hold of our opportunity we can save, through 
Toperative intervention in the early stages of development, a 
very large proportion of cases. 

It would seem that the limit has been reached in the radical 
operation for cancer of the uterus, and now while a great army 
of patholo^sts are searching for the cause of cancer, gynec- 
ologists are bent upon bringing these cases to the operating 
table while the lesion is confined to the uterus. A very practical 
campaign of education has been launched by several of the 
national and local organizations of the United States, following 
the lead of Winter of Koernigsburg. In the fall of 1912 a com- 
mittee of five was appointed by the Clinical Congress of North 
America. This committee took the initial step toward an effect- 
ive organization which has for its object the education of the 
lay public through the medium of public lectures and popular 
magazines. The American Medical Association and the various 
suborganizations of the American Congress of Physicians and 
Surgeons have endorsed and given aid to this organized effort 
to instruct women in the early signs of cancer, and to impel them 
to seek competent medical advice at the very onset of suspicious 
symptoms. Our state society and our local society would do 
well to join in this movement. The Barnard Skin and Cancer 
Hospital of St. Louis, through its staff members, has given 
illustrated lectures before local medical societies and nurses* 
associations, and the local profession has joined with them in 
giving popular lectures on the cancer problems. Pamphlets of 
instruction have been supplied to the physicians for distribution 
among their patients. These pamphlets present a few simple 
facts which enable women to recognize the danger signals of 
cancer. 

The justification for this campaign of education is found in 
reports of gynecological clinics. At the 1912 meeting of the 
Ameircan Gynecological society, Peterson of the University of 
Michigan reported a percentage operability of 23, Taussig of 
St. Louis 20, and Simpson of Pittsburg 33. Only one case in 
three to one in five was considered to be operable and of this 
number from 80 to 100 per cent died of recurrence within five 
years. 
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The statistics of Schauta are significant. Of the cases of 
cancer of the cervix which applied to his clinic within four 
weeks of the onset of symptoms, 13 per cent were found in- 
operable. When we consider that Schauta admits of a larger 
range of operability than almost any other operator we are 
forced to conclude that it is not enough to instruct women to be 
examined when suspicious symptoms arise. If we are to attain 
the best results we should follow the suggestion of Winter, who 
would make interval examinations of all women of the cancer- 
bearing age. If such interval examinations were made, if women 
would seek competent advice when suspicious symptoms arise, 
and if physicians would keenly and intelligently interpret these 
symptoms and make the necessary examinations, our cancer 
statistics would be vastly improved. Herman Boldt has wisely 
said that it is one thing to be able to diagnose the presence of a 
cancer, but it is more important and vastly more difficult to say 
with assurance that cancer does not exist. 

With the possible existence of cancer under consideration 
there should be no hesitancy in excising a piece from a suspicious 
cervix and in making an exploratory curettage. The micro- 
scopic examination of excised pieces from the cervix and of 
scrapings from the uterus will determine the diagnosis beyond 
question. I apprehend no disagreement on this point, but how 
often this simple procedure is neglected. '*The man that wan- 
dereth out of the way of understanding shall remain in the 
congregation of the dead.'* 

Much is written of such pelvic lesions as erosions and lacera- 
tions of the cervix, uterine fibroids and subinvolution as pre- 
disposing factors to cancer of the uterus. I have never been 
seriously impressed with the force of these arguments. Cancer 
of the cervix is rare as compared with these common lesions. 
Few women who have given birth to children escape one or more 
of these lesions, and furthermore we are informed that the 
African women in their native country present these lesions to 
a greater degree than do the women of civilized countries, yet 
they are almost without exception cancer free. A medical mis- 
sionary in West Africa who sees 13,000 cases annually told me 
he had never seen cancer of the uterus in a native. Whatever 
the true facts may be on this mooted question, it is certain that 
we do our patients great injustice by suggesting to them that 
an erosion or laceration may develop into a cancer. 

Comparing the statistics of European clinics with those of 
America we find a greater percentage of operable cases and of 
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ultimate cures after operation in Germany than in the United 
States. This is so, not because the women of Germany are more 
intelligent in matters relating to cancer, nor are the German 
surgeons more skillful operators, but it is so because Germans 
are accustomed to go to the university and private clinics for 
advice and to accept as law and gospel the advice received. It 
is for this reason that a larger percentage of cases seek relief 
through surgery in the early stages of the disease. 

I have been asked to discuss the subject of prophylaxis of 
cancer of the uterus. My position is that in the absence of any 
known cause of cancer we possess no means of prevention. But 
we can do much to bring these cases to the examining table while 
the disease is amenable to surgery. This can only be done 
through a system of education, and we ask : What are the facts 
concerning cancer that every woman should know? They should 
know: 

1. That cancer of the uterus commonly arises between the 
ages of 30 and 50. 

2. That the normal change of life is never marked by an 
increase in the menstrual flow. That loss of blood, however 
slight, between mentrual periods or after the establishment of 
the menopause, is presumptive evidence of cancer and calls for 
an immediate, searching examination. 

3. That a watery discharge is almost as suggestive as is 
hemorrhage when occurring late in life. 

4. That pain is a very unreliable guide and does not occur 
until the disease has advanced beyond the uterus, when it is too 
late to assure good results. 

5. That loss of flesh does not usually occur until the dis- 
ease has run half its course. 

6. That pelvic complaints of whatever nature, arising late 
in life, should awaken a suspicion of a possible cancer. 

7. That cancer of the uterus may reach the inoperable 
stage without giving rise to a single symptom, hence the advisa- 
bility of submitting to an examination at intervals of six months 
throughout the cancer-bearing age of 30 to 50 years. 

8. That the only hope fot cure rests in early recognition 
and in early removal of cancer of the uterus, 

418 Brandeis Theater Bldg., Omaha. 
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Antit]rphoicl Vaccination in General Practice. 

♦By W. C. Bartlett, M. D., Alma, Neb. 

One of the most wonderful discoveries in the field of medi- 
cine was that of smallpox vaccination, which has done so much 
to mitigate the ravages of that dread disease and has saved 
untold numbers of lives. Yet in the early days of smallpox 
vaccination it was resisted in every possible manner by unin- 
formed persons. The mortality from that disease has de- 
creased, under vaccination, from six hundred thousand annually, 
according to Bemouille, to the present small mortality. 

But great as was the discovery of smallpox vaccination, by 
Jenner over one hundred years ago, the present-day discovery 
and use of anti-typhoid vaccination promises to equal it in its 
importance to humanity: 

^ Typhoid fever exists in almost every community and in the 
United States something like a half million people are attacked 
by this disease annually, with a mortality of about forty thou- 
sand. 

Sir Almoth Wright, an Irishman, first published a report 
on antityphoid vaccination in 1897, but it remained for the great 
armies of the world to develop the vaccine and show its useful- 
ness, and I shall quote briefly from the reports of surgeons in 
the United States army, to show what has been accomplished in 
the Vay of prevention of this disease by complsory antityphoid 
vaccination of our soldiers. ** During the Spanish war 86 per 
cent of the mortality in our army was due to typhoid, there 
having been 20,738 cases, with a motrality of 1,500 among a 
total of 107,973 men." Through better sanitation and being sta- 
tioned in army posts instead of the field, considerable improve- 
ment was noted after the close of the war of 1898, but typhoid 
still continued one of the wost diseases in the army until the 
coming of antityphoid vaccination in 1909 and 1910, during 
which time it was voluntary ; then in 1911 all troops in the field 
underwent compulsory vaccination and in September, 1911, the 
compulsory vaccination of every person in the army under 45 
years of age was ordered. 

Major Eussell in his article on Antityphoid Vaccination in 
the Army and in Civil Life," says : *'In 1898, during the Span- 
ish war, there were assembled at Jacksonville 10,759 troops, 
among whom there were 2,693 cases of typhoid certain and 
probable, with 248 deaths. This <;amp lasted approximately as 
long as that at San Antonio in 1911. The number of men was 

*Read before the Republican Valley Medical Association, at Red Cloud: Neb., in October. 1018. 
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less by 3,000. The camps were situated in about the same lati- 
tude and both were furnished with artesian well water. Yet in 
1898 there were over two thousand case sand two hundred and 
forty-eight deaths, and in 1911 there was one mild case, and it is 
well to remember that during this time the fever prevailed to a 
considerable extent in civil life in and around San Antonio.'^ 

During the first nine months of 1913 not a single case of 
typhoid fever has been reported in the army. 

In the face of these facts, it seems to me time for us as 
general practitioners to begin the general use of this vaccine, 
especially when the disease exists in our communities. 

I have vaccinated only twenty persons with antityphoid 
vaccine and have not had a single case of reaction severe enough 
to prevent them from performing their uusal duties, and in no 
case has typhoid developed in a vaccinated person, though some 
of them were exposed to the infection, 

I call to mind one family in which there were four cases 
with two deaths. They were all unvaccinated. While another 
family of four were exposed to the same source of infection and 
who were vaccinated, all escaped the disease except ah unvacci- 
nated child, which developed a typical case. 

In these days of rapid and almost universal travel, nearly 
everybody is liable to be exposed to this infection, and general 
use of the vaccine should prevail as soon as the people become 
informed of the mildness of the reaction, and the great protec- 
tion it aflFords ; and we, as benefactors of a rather ungrateful 
public, should see to it that they are enlightened on this subject. 

The fees for vaccination should be made low enough to be 
within reach of all, and in case of people unable to pay for vac- 
cination the county health board should see that they are prop- 
erly taken care of. 

All physicians, nurses and persons who travel or attend- 
school should be vaccinated. It is also well to remember that 
children bear vaccination better than adults. Immunity lasts 
from three to five years. 

It will not go into the technic of the vaccination, as all, no 
doubt, understand that. 

If you have not read Major Russell's article entitled '^Anti- 
typhoid Vaccination in the Army and in Civil Life,'' it will pay 
you to write your congressman for a copy of the same, and give 
it careful study. 

I have also used vaccine as a therapeutic measure, and 
thought I secured good results. However, I believe its main 
function lies in the field of preventive medicine. 
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A Case of Hermaphroditisnu 

Patient: Mrs. C. Aged 24. Housewife. Bohemian Ameri- 
can. Family history: Father living and healthy at 54 years. 
Mother living and healthy at 48 years. Both normal sexually. 
Three children in family, of which patient is eldest. A sister, 
aged 22 years, married one and one-half years, has no children 
and has never been pregnant. She began menstruating at 15 
years and is normal sexually. One brother, aged 18 years, 
healthy and normal sexually as far as known. 

Personal history : Patient is a very intelligent individuaL 
Nothing of note in pre-natal history. Hard labor. Says as child 
had no preference as to playmates ; helped mother about house, 
etc. At school exchanged notes with boys, played games, but 
appeared to be no more masculine as to choice of sporta and 
pastimes than girls with whom she was associated. Has always 
worn feminine garb. 

At age of 10 commenced menstruating. In walking, clitoris, 
being unusually large and sensitive, became irritated, and would 
walk long distance till it produced orgasm. Later she accom- 
plished the same result by manipulation, when the clitoris be- 
came erectile, measuring li/^ inches in length. At the ^ge of 
15 years she became possessed of some literature reciting the 
harmfulness of this practice and immediately ceased it. 

Since the age of 13 years once monthly she has had general 
muscular pains, severe headaches and backaches, sometimes 
accompanied by nose bleed. Every six months has severe neu- 
ralgic pains in breasts, which enlarge at this time. Never any 
mammary secretion. She was never attracted to men until she 
met her present husband, whom she loved greatly and for whom 
she still retains much affection, which is returned. 

At 13 years her voice commenced to change, became rather 
heavy and has remained so since. Is now quite husky, though 
not unpleasing or harsh — but quite masculine. Patient has a 
pleasing address, and mode of expression is entirely feminine. 
Never any homo-sexual attraction. Never menstruated before 
or since marriage, though about once monthly, at time of head- 
ache and backache, thinks she notices a white scanty discharge. 
Has never experienced any satisfaction from intercourse, 
though always did from masturbation. 



Digitized by 



Google 



Original Articles 79 

Patient has heavy, masculine features; long, coarse, black 
hair on head. Face, breasts (which are rudimentary) and entire 
body covered by heavy growth of hair; broad-shouldered, with 
masculine pelvis and exceedingly small hips; walks with long 
strides, and her carriage is essentially masculine. Hands and 
feet are not larger than average female of corresponding 
stature. Figure as a whole is typically masculine. 

Clitoris much enlarged and now when not erectile 1^ to 2 
inches in length. Doesn^t become erectile during intercourse. 
Labia and vagina normal. Uterus average nulliparous size and 
in good position. Ovaries are not palpable on bimanual exami- 
nation. Never any treatment except dilatation and currette- 
ment one year ago. Hopes for a cure through medicine or 
surgery. Little maternal instinct, but hopes to have a child 
because husband wishes one. L. A. Debmody (Omaha). 



Therapeutic Possibilities of Polonium. 

Sir William Ramsey, the eminent chemist, speaking at a 
meeting of the British Radium Corporation, which is produc- 
ing radium from certain ores in Cornwall, held out the prospect 
that there were other substances in all radium ores which might 
be used therapeutically. They were polumium, ionium and actin- 
ium, which at present were chemical curiosities that had not 
been extracted in any great quantity, though there was no very 
great diflSculty in extracting them. He was in hopes that polon- 
ium, which was perhaps most easily produced, might prove to 
have therapeutic qualities. Polonium was somewhat analogous 
to selenium, tellurium and also to bismuth, the therapeutic 
qualities of which had been tested. These three elements re- 
mained in the system for some length of time, and were then 
excreted, but they had practically no therapeutic qualities. 
Polonium differed from them entirely in that it gave off alpha- 
rays just as radium did, and the potency of radium for thera- 
peutic purposes appeared to depend on the alpha-rays. Radium 
could not be administered as a medicine. It was too expensive 
and probably too dangerous, as he did not believe it would be 
easily eliminated from the system; but the three substances he 
had mentioned were eliminated in about three months, and his 
impression was that polonium might produce its effect for about 
that time and then be eliminated. Of ipnium and actinium he 
could say less, but possibly they might replace radium for the 
uses for which it was at the moment employed. — J. A. M. A. 
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Treatment of Headache in Children. 

Gaujoux (Presse medicale) found that obstinate headache 
in eleven children was due solely to insufficiency of thyroid 
secretion. In eight cases there were other signs of hypothy- 
roidism, such as palpebral edema, anorexia, constipation, som- 
nolence, and pains in the muscles and joints, but the remaining 
three presented a normal appearance. After a systematic study 
of the symptoms, with resulting exclusion of all the more usual 
causes of headache in children, should without delay resort to 
the therapeutic test consisting in the administration of a thyroid 
preparation. A daily dose of from one-third to three-quarters 
of a grain (0.02 to 0.05 gramme) may be given without risk. 



Epinephrin and Abortion. 

Silvestri remarks that recent reports in the literature of 
the benefit form epinephrin in osteomalacia, in uncontrollable 
vomiting and other disturbances in pregnant women, led him 
to give epinephrin in such cases, as all the writers emphasized 
the harmlessness of this treatment in the dosage advised. Two 
recent experiences, however, tend to contradict the assumption 
of the harmlessness of this treatment : Two women in the second 
month of pregnancy were given a mild course of epinephrin and 
calcium salts on account of an incipient apical process and de- 
fective nutrition. Each aborted in less than a month. He has 
given this treatment to other women in later months of preg- 
nancy and never before witnessed any tendency to abortion. 
One of the present patients had taken it without disturbance 
during the last three months of a preceding pregnancy. — J. A. 
M. A. 



The Absorption and Excretion of Ammonium by the 

Lungs. 

A year or two ago we called attention to the paper of a 
laboratory pharmacologist in which he claimed that the general 
idea of the profession that chloride of ammonium was a useful 
expectorant was founded upon ignorance of the elimination of 
this drug. Our reply to this criticism was that the fact remained 
that the administration of chloride of ammonium in the later 
stages of acute bronchitis produced excellent results. Now we 
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have presented to us in the Journal of Pharmacology and 
Experimental Therapeutics for July, 1913, a paper by Mc- 
Guigan on this subject. After quoting the literature of the 
matter very extensively he reaches the following conclusions, 
pointing out that the fact that ammonium passes through the 
lung tissues has an important bearing on the explanation of 
the action of expectorants. He finds that traces of ammonium 
are excreted and probably absorbed normally by the lungs. Its 
excretion is shown by the increase in the ammonium content of 
the fluid of the lung. The proof, therefore, that chloride of 
ammonium and other salts, like the carbonates, act as stimulant 
expectorants seems to be near at hand, and clinical therapeutics 
receives additional support from experimental investigation. — 
Therap. Gazette. 

Treatment of Defects in Speech. 

In the course of this study of what the general practitioner 
can do to ward off and cure defects in speech, Proschels empha- 
sizes that much can be done in preventing the development of 
stuttering. When a child hesitates and repeats the last syllable 
over and over, it is because its little brain cannot keep up with 
its speech ; it keeps repeating the last syllable until it can think 
of the proper word to go on with. This is not pathologic, but 
it becomes so if the child's attention is drawn to this habit. The 
family and friends must have impressed on them with great 
emphasis that it is absolutely necessary to refrain from attract- 
ing the attention of the child to this slight defect in its speech. 
It must not be corrected, or forced to repeat the word over 
again, and, above all, no impatience should be manifested. If 
the child's attention is once attraced to this simple repeating of 
the last syllable the trouble becomes confirmed and we have the 
severe disturbance of stuttering which may brand the individual 
through life and make him hold aloof from his kind. — Med. 
Klinik, Berlin. 

Overcrowded Street Cars. 

A narrow car ; seats filled with persons attempting to read 
newspapers while the car swings and jolts along its way ; aisles 
jammed with men and women, boys and girls and tiny children, 
swaying and rubbing, one against the other, coughing and 
sneezing, pushing and pressing — what a sight for a progressive 
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age; what a sermon for the moralist; what a despair for the 
student of public health and hygiene! Endless problems are 
presented by this picture, seen daily in nearly every American 
city. Most important is the menace to health from the thousands 
of bacteria, hidden in the throats of diseased men and women, 
and sprayed directly into a stagnant air, moist and unmoving 
in the absence of sufficient means of ventilation. Virulent organ- 
isms are inhaled into the throats and lungs of tired workers 
and tiny babes, who form an excellent host for their quick culti- 
vation. The fare for the ride is small, but the cost cannot be 
estimated in terms of dollars and cents. 



Improved Stain for Tubercle Bacilli. 

Mori regards the technic he describes as the best yet pro- 
posed, not only for its rapid action and reliability, but for the 
beauty of the results. It is a modification of ZiehPs first method, 
differing by the formula of the fuchsin stain, and by the fact 
that all can be used cold, and that no sediment develops on 
standing. The carbol-fuchsin solution is made with 0.5 gm. 
fuchsin, 10 c.c. absolute alcohol, 2.5 gm. phenol and 100 c.c. dis- 
tilled water. The fuchsin is dissolved in the alcohol, the phenol 
is then added, and then the water is stirred in a little at a time, 
and the mixture is then set aside for twenty-four hours and then 
filtered. Differentiation is done with a 1 per cent solution of 
sulphuric acid, and the contrast staining with a 1 to 4,000 solu- 
tion of methylene blue. Each fluid is applied in turn for ten or 
fifteen minutes, washing in water between. — Biforma Medica. 



Camphor in Pneumonia. 

Leo (Muench. Medizin Wochen.) was able to protect num- 
bers of mice against pneumococcus infection by subcutaneous 
injection of a saturated aqueous solution of camphor; the re- 
sults were less constant with rabbits. These experiences suggest 
that camphor should be given systematically from the stari in 
pneumonia. He thinks it is able to kill the pneumococci in the 
blood stream and promote reabsorption of the pneumonic 
exudate. Camphor has also a marked action in increasing the 
ventilation of the limgs, the amount of air inspired being very 
much larger under the influence of the camphor, while the drug 
stimulates the action of the heart and more blood is thus pumped 
into the lungs. As twitching was noticed in the animals with a 
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dose of 5 c.c. per kilogram of body weight, smaller proportional 
doses must be used in the clinic, about 150 or 200 c.c. for a weight 
of 145 pounds. This represents 0.142 gm. of camphor as each 
100 c.-c. of the satuated aqueous solution contains 0.21 — 0.28 gm 
camphor. He prefers Ringer's fluid instead of plain water for 
the vehicle. He quotes Lenzmann to show that 75 c.c. corre- 
sponding to 0.1 gm. camphor, can be injected intravenously 
without disturbance. Lenzmann is soon to publish a report of 
his experience in this line. Boehncke has already reported 
favorable experience with camphor plus pneumocoocus serum. 



Some Considerations on the Rabies Question. 

Joseph Koch (Deutsch. Med. Woch. 42, 1913) refers to the 
commonly accepted view that patients never recover from 
rabies, as probably erroneous. He shows that rabbits unques- 
tionably may, occasionally, recover from the experimentally 
induced disease, after having had typical symptoms, including 
paralysis ; and he believes that he has seen cases of the cerebral 
type in man, with headache, delirium, fever, salivation, 
dysphagia and spasms of the respiratory muscles, which have 
recovered. As to the etiology, he has found minute coccus-like 
bodies similar to those described by Babes and especially to 
those which Noguchi has cultivated from cases of rabies. 

He points out that while, in general, the prophylactic treat- 
ment is successful, there' occur every now and then cases in 
which, iafter the most intensive prophylactic treatment, months 
or even a year later rabies suddenly breaks out and kills the 
patient with the utmost rapidity. He believes that in such cases 
the rabies germ remains inactive, in isolated portions of the 
nervous system, just as the germ of syphilis is known to do. He 
advises that patients should be given moderate doses of iodide 
of potassium during the rabies cure, believing that it acts, as it 
probably does in syphilis, not by killing the germs but by rend- 
ering the tissues less suitable for their growth. Giffobd. 



Pain from the Surgical Standpoint. 

Picque (Archives Generales de Chirurgie, Paris) comments 
on the comparatively slight attention paid to pain by the sur- 
geon, urging that study of the pain is liable to prove a useful 
guide in various ways. He states that he knows of only one article 
on paiti written by a surgeon in recent years. Eichet, the 
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physiologist, to whom a Nobel prize has been awarded, declares 
that the capacity for feeling pain is more developed in propor- 
tion to the development of the mind, and he regards pain as the 
fundamental element in human progress. Picque defines pain 
as generally merely the special perception of some peripheral 
organic trouble. As a rule, the comparatively insignificant 
lesions are the ones that induce the severest pains. By com- 
paring the subjective with the objective findings it is possible 
to determine to what extent the mind participates in causing the 
pain. Championniere has warned that the surgeon in his exami- 
nation may create pain for the first time, and that once thus 
inaugurated, the pain may persist indefinitely. The questions 
of the physician are liable likewise to call pain into existence or 
first cause a realization of existing slight pain. 



Milk Feeding. 

Schroeder (American Journal of Diseases of Children) at 
the B. A. I. Experiment station fed four groups of guinea pigs 
to determine the relative value of raw, pasteurized and boiled 
cow's milk and those left on natural feeding. There were 156 
pigs in each group and were kept under observation until matur- 
ity, and then breeding pens were formed from each group to 
determine breeding vitality of each group. In determining the 
relative values the mortality of the animals and weights at dif- 
ferent periods were considered, both of which ran quite parallel. 
Of course, as everyone would expect, the animals on the natural 
feeding made a much better showing than any of the others, but 
the surprise came in that those fed on pasteurized milk had the 
highest mortality and made the poorest gains in weight. The 
advantage of raw milk over pasteurized in gain in weight aver- 
aged 7 gm. per quinea pig, while those fed on boiled milk were 
25 gm. heavier than those fed on raw milk. The percentage of 
mortality in the four groups at the end of one year was as 
follows : 

Young with mothers 14.00 

Eaw milk 52.90 

Pasteurized 53.85 

Boiled 46.79 

This seems to agree with the conclusions reached by Coit in 
1912 that **When an animal is fed on the milk of another species, 
the milk from which has been found to be suitable for this pur- 
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pose, such differences as have been found in the nutritive values 
of raw and boiled milk have been in the favor of boiled milk/' 

In the breeding records the raw milk animals made a very 
poor showing as some of the milk furnished the station was 
infected with the bacillus abortus and the animals had become 
infected. The boiled milk pen showed nine more alive at the 
end of thirty days than the pasteurized. 

Newell Jones (Omaha). 



Sudden Death in Bathing. 

Guttich (Med. Klinik, Berlin) describes the serious 
symptoms which follow irritation of the vestibular apparatus 
with cold water poured in to an ear with perforated drum. Not 
only nystagmus but vertigo, vomiting and general collapse have 
been observed. Even with a sound membrane, these symptoms 
may develop if water at a temperature of 10 C. is used for the 
test. These facts amply explain many cases of sudden death 
in bathing. The water penetrates through the perforation, or 
the force of the water in diving, or a wave dashing against the 
ear may burst a weakened tympanic membrane. Passow has 
related cases of this kind. There may be a temperature irrita- 
tion in the internal ear just from the coldness of the water alone, 
acting on the exterior of the body. The consequent irresistible 
vomiting or collapse under the water might easily cause death. 
A meal not long before renders the vomiting reflex easier to 
elicit. The reaction as a whole is liable to be proportional to 
the difference of temperature between the water and tiie air. 
Persons with perforated membrane should be warned against 
diving and bathing in too cold water ; they should plug the ear 
with oiled cotton. The ears of a drowned person should be 
examined for perforation of the membrane. 



Scientific Aspects of the Use of AlcohoL 

*'The Continent,'' December 25, 1913.- 



The American Society for the Study of Alcohol and Other 
Narcotics held its forty-third annual meeting in Philadelphia 
this month and developed fresh evidence of the damaging effects 
of the use of alcoholic beverages. Even one daily drink for 
fathers was said to have been the cause of epUepsy in children. 
Two drinks of whiskey, it was conceded, might sometimes be 
absorbed without immediate harm, but every drink after the 
second is an excess which cannot be worn off. Such excess finds 
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a place in the nerve centers, and the general effect is to hurry 
the degenerating process akin to old age. 

Colonel L. Melvin Maus, chief surgeon of the eastern divi- 
sion of the United States army, declared the growing use of 
liquor in the form of cocktails among young tnen and women a 
menace to the integrity of the nation. Dr. John D. Quackenbos 
of New York, a scientist of experience, who spoke of **The 
Psychical Treatment of Inebriety,'' said he had found it almost 
useless to attempt to cure women addicted to the drink habit. 

Joseph M. Aikik (Omaha). 



Cause of Enlargement of the Spleen in Intoxications and 
Acute Infectious Diseases. 

In typhoid fever enlargement of the spleen constitutes one 
of the classical findings. The cause of the splenic intumescence 
in typhoid as well as in other forms of acute infections and 
non-bacterial intoxications is evidently due primarily to a de- 
struction of red blood corpuscles. 

Experimentally produced hemocytolysis with potassium 
chlorate and typhotoxin was found to give rise to an increase in 
the size of the spleen. The disintegrating corpuscles are taken 
up by the cells in the splenic pulp, which enlarge and multiply, 
and this is associated with active hyperemia of the spleen. 

Splenic swelling does not occur in those intoxications in 
which there is no destruction of red cells. It appears that the 
products of corpuscular disintegration exert a stimulus on the 
cells of the splenic pulp leading to an active proliferation of 
splenic cells. 

Those acute infectious diseases ill which there is no enlarge- 
ment of the spleen show but little diminution of red cells. It 
is to be remembered that in some of these diseases there may 
be more or less anemia without swelling of the spleen, but in 
diseases of that character is does not concern actual and exces- 
sive destruction of red cells as much as a diminished regenera- 
tion of the cells. This is the case in tuberculosis and malignant 
tumors, in which there is often a marked anemia but little or no 
splenic swelling. 

Malaria is associated with a marked destruction of red cells 
and here splenic enalrgement often becomes chronic. 

WiGHTMAN (Omaha). 
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Why Does the Operation for Removal of Adenoids 
Frequently Fail to Relieve Mouth Breathing? 

(Archives of Pediatrics, October, 1913.) By H. M. McClanahan, 

M. D., Omaha. 

In this brief clinical study of adenoidectomy the author has 
contributed valuable facts useful to the profession in advising 
treatment for patients suffering from mouth breathing. When 
confronted by repeated evidence that a thorough removal of 
existing adenoids frequently failed to relieve mouth breathing, 
he looked beyond them for other and more serious causes. He 
calls attention to mouth breathing as the result of mal-develop- 
ment in the vault of the pharynx. The clinical evidence of a 
restricted air passage through the nose is obvious in the high 
arched appearance of the hard palate, and imperfect coaptation 
of the teeth. It is a courteous suggestion by a man of good 
judgment and large experience, that we should take more time 
for clinical study of each case, before promising a cure or even 
relief, from mouth breathing, by adenoidectomy. His conclusions 
are based upon the study of fifty-two children ranging in age 
from 6 to 12 years who had been operated upon for the removal 
of adenoids. 

His deductions are as follows : 

(1) -A careful examination of the case before operation 
will determine with reasonable certainty the degree of relief 
that will follow the removal of adenoids. 

(2) Where there is a deformity in the superior maxilla a 
frank statement of the facts will relieve the operator from un- 
just criticism. 

(3) Where anatomic defects exist parents should be 
appraised of the facts and given the opportunity to have cor- 
rective treatment- instituted by the orthodontist. 

(4) The best evidence of such defect is malcoaptation of 
the teeth. Joseph M. Aikin (Omaha). 



Dithpheria Carriers. 

Since diphtheria antitoxin has come into general use quar- 
antine of diphtheria is irksome, says W. A. Womer, New Castle, 
Pa. (Journal A. M. A., December 27). The patient is quickly 
cured by the use of antitoxin, but the fact remains that the 
diphtheria organisms may still be found in the throat and the 
patient be dangerous to others. It is impossible to tell in ordi- 
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nary cultures whether the bacilli are virulent or not, and quar- 
antine has to be continued sometimes for an inconveniently long 
period till the cultures become negative. He notices the litera- 
ture on diphtheria catriers and gives the result of his experience 
in the use of staphylococcus spray in lessening the period of 
quarantine in the winter of 1912 and 1913. The spray consisted 
of a bouillon culture of S. cmrejis at least twelve hours old, or a 
fresh suspension in salt solution. It was prepared in the munici- 
pal laboratory and delivered personally to the attending physi- 
cian or nurse with explicit directions as to its use. Only one 
strain was used; the directions were to spray copiously both 
nose and throat three times a day and not use any other treat- 
ment. A summary of the results is given and the following 
conclusions end the paper : 1. The use of the spray caused no 
unpleasant symptoms. * 2. The use of the spray did not appre- 
ciably lessen the period of quarantine. 3. The preparation and 
distribution of the spray entails a large amount of work if there 
are many cases. 4. Apparently most of the carriers do not 
spread the disease after sixty days from the day the disease 
begins. 5. Public health officials could work more effectively if 
they had some practical method of determining the virulence of 
diphtheria bacilli found in the throats of carriers. 



Yatren and the Intravenous Injection of Antitoxin in 

Diphtheria. 

Of late years diphtheria in Berlin has shown unwonted 
virulence, and so many cases have died in spite of the antitoxin 
that the question is frequently raised as to what actual proof 
we have that the antitoxin does good. The opponents of its use 
say that the more favorable statistics of recent years are due 
to the benign character of the epidemic. Somewhat shaken in 
his faith by a number of fatal cases, Kausch (Deutsch. Med. 
Woch. 48, 1913) started out treating every other case with anti- 
toxin and the alternate ones without. The results were so strik- 
ingly in favor of the antitoxin treatment that K., in justice to 
his patients, soon felt obliged to discontinue the experiment. He 
is also strongly impressed with the superior efficacy of the intra- 
venous injection of the antitoxin and recommends this method 
strongly in severe cases, or in cases that have been allowed to 
run for some days without the antitoxin. Another valuable aid 
in the fight is the use of Yatren (formerly called Tryen). This 
he gives as a powder in doses of 0.2 — 0.6 grm. Yatren seems 
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to have a strong germicidal power, with little tendency to injure 
the tissues; and IL is quite sure that by its use in severe 
epidemics he gets decidedly better results than by the antitoxin 
alone. Kausch also considers yatren to be of the greatest use 
in ridding the throat of latent dipjitheria germs, and in the 
prophylaxis of the disease. Gifford. 



Gastric Ulcer. 



J. B. Nichols, Washington, D. C. (Journal A. M. A., Janu- 
ary 3), is of the opinion that much of the current dietetic practice 
in gastric ulcer is based on erroneous grounds. There is one 
pecuHar factor of this condition that he holds is of the utmost 
importance, namely, the corrosive action of the gastric juice. 
Wherever the other determining conditions may be, this is a 
potent factor in producing or maintaining peptic ulcers, and a 
fundamental and peculiar object in the treatment is the reduc- 
tion to a minimum of this factor. Pawlow has shown that the 
flow of gastric juice takes place in two stages and under two 
influences when food is ingested. First, there is an inmiediate 
flow under psychic influence, and again, fifteen to forty-five min- 
utes later, a chemical stimulation by certain of the foodstuffs. 
Theoretically, it would be of use to prevent the fir^t factor by 
using unappetizing foods. The substances active in stimulating 
the secondary fiow have been found to be water, impure pep- 
tones, meat extractives and caffein. Some ingredients of the 
diet, such as carbohydrates, have no special chemical action on 
the gastric juices, and organic acids (acetic, citric, lactic, 
butyric) are also included by Foster and Lambert under this 
head. Among substances that inhibit gastric secretion he men- 
tions sodium bicarbonate and fats, and the fatty diet for gastric 
ulcer is based on these facts. While it has not been extensively 
used, Nichols claims that its efficiency has been demonstrated 
and that it is capable of giving satisfactory results in many 
cases. Vegetable oils and milk-fat have been mostly used. The 
high caloric value of cream makes it of special value in gastric 
ulcer. One quart a day yields suflScient calories for a small per- 
son leading a quiet life and the additional calories required in 
others can be furnished by eggs, bread, etc., in moderate quan- 
tities. The use of ice-cream in gastric ulcer has been noted 
empirically before it was physiologically discovered. Nichols^ 
personal experience with a fatty diet covers about twenty-six 
cases. Some patients recovered, others were partially or tem- 
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porarily relieved, and some were not improved at all. The 
impression made on him, however, was a favorable one — that 
an abundance of fat and a restriction of protein is a rational 
and efficient method of dieting in gastric nicer and hyper- 
chlorhydria. 



Technique in Radiotherapy. 

With Especial Reference to Deep Therapy aa Practiced at Freiburg, by 

Kronlg and Gafosa. 

By Arthnr F. Holding, M, D,, in the American Jonmal of 
Roentgenology, Vol. I, Dec., 1913. 

It may surprise even Roentgenologists to know that review 
of tiie literature from 1896 to 1909 shows that during tiiat time 
3,134 cases of malignant conditions alone had been treated by 
the X-ray and reported. This does not include cases of non- 
malignant skin diseases. 

MYOMA. 

Number of cases treated 794 

Number of cases stiU under treatment 60 

Number of cases which continued treatment 27 

Number of cases lost track of 40 

—127 

Number of cases treated In which results are known 667 

Number of cases cured 876, or 56.02 % 

Number of cases improved 208, or 81.01 % 

Number of cases unimproved 74, or 11.01 % 

Number of cases relapsed 7, or 1.00 % 

Number of cases dead 2, or 0.29 % 

Number of cases which developed an X-ray erTthema 52, or 7.08% 

METRITIS, BNDOMBTRITIS, MENORRHAGIA OR MENOPAUSE. 

Number of cases treated 358 

Number of cases still under treatment 89 

Number of cases which discontinued treatment 33 

Number of cases lost track of 10 

—82 

Number of cases in which results are known 271 

Number of cases healed 127, or 46.8 % 

Number of cases Improved Ill, or 41.0 % 

Number of cases unimproved *. 28, or 10.3 % 

Number of cases relapsed 4, or 1.5 % 

Number of cases dead 1, or 0.4 % 

Number of cases which developed an X-ray erythema 11, or 4.1% 

(1) Roentgen treatment is indicated in: 
(a) All cases of myoma in jelderly patients, particularly if 
the size of the tnmor is stationary. 

If there is no bleeding. 

If the tumor does not cause kidney or heart blockade. 
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If the tumor does not crowd the pelvis. 

(b) Cases of myoma, if the patient is deeply anaemic, dia- 
betic, nephritic, bronchitic, arteriosclerotic or pos- 
sessed of a bad heart or large thyroid. 

Results were obtained by these methods, but the patient's 
treatments extended over three to five months. 

Kronig and Gauss have reported favorable results in car- 
cinomas of the face, breast, rectum and uterus. Ashoflf, Kronig 
and Gauss have reported a series of twenty-five abdominal cases, 
which an exploratory laparotomy proved to be inoperable car- 
cinomata of the abdominal or pelvic organs. Histological sec- 
tions were obtained, and limited areas of the lesions were taken 
from these rayed areas, and they showed marked degeneration 
or absence of the carcinoma elements and their replacement by 
connective tissue. 

Bumm and Voights have reported thirteen cases of car- 
cinoma of the cervic and four cases of carcinoma of the vulva 
and vagina Qiat were treated by Roentgen deep therapy, in 
combination with mesothorium. These cases were all inoper- 
able and were so favorably influenced by the treatment that they 
became operable with good results. The cases received from 
62 to 10,000 X of Roentgen rays, and from 6,200 to 25,540 mg. 
hrs. of mesothorium, treatments lasting from 19 to 84 days. A 
noticeable tendency in the series of cases reported to increase 
the mesothorium treatments and diminish the amount of X-rays 
used is significant. W. H. Mick (Omaha). 



Abderhalden's Method in Carcinoma. 

There is, in Brockman's opinion, suflBcient evidence to show 
that the blood of persons suffering from carcinoma contains a 
substance absent in the blood of all others, and that this sub- 
stance has a proteolytic action on the carcinoma tissue only. 
There are also several factors which point to its being of the 
nature of a ferment. If the serum from a patient is left to get 
stale it becomes inactive, but the addition of a trace of fresh 
human serum will activate it again. The reaction takes place 
best at 37 C. At room temperature the reaction does not occur, 
while heating the serum to 55 C. for five minutes inactivates it 
beyond recall. If, then, as is maintained, this substance is of a 
protective nature, it would be natural to expect to find it present 
in larger quantities in patients who were in good general health. 
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The results of these tests point strongly to such being the case. 
Brockman has noticed throughout the whole series that a patient 
with a growth of the tongue or of the breast who is in good 
general ^condition will give an intensity of coloration in twelve 
hours which a patient in a low state of health would fail to give 
in twenty-four hours. — Cancer. 



Check on the Development of Mental Degeneracy. 

There are about fifty thousand persons of unsound mind 
in Hungary at the present day. Dr. Decsi has drawn attention 
to the fact that more than one-third of this insanity is caused 
by drink and veneral diseases. He suggests the following rules 
for checking the development of mental degeneration at the 
present day: (1) Prevention of those who have been insane 
once from marrying. It may be stated as a certainty that many 
women who have had one attack of lunacy would have remained 
free from a second attack had they not married. (2) Immediate 
legislation for compulsory confinement of habitual drunkards, 
who are the greatest propagators of lunatics and degenerates, 
and who should therefore be legally restrained from inflicting 
their own vice on other human beings. (3) Prohibition of mar- 
riage by habitual drunkards. (4) Care in the administration of 
alcohol to women, as this very often makes the offspring a 
drunkard or a lunatic. (5) General reformation of the mar- 
riage system, with certain health requirements. (6) Prohibition 
of marHage by paralytics, epileptics, consumptives and those 
affected with cancer. (8) Restriction of the liquor trade. (9) 
The establishment of intermediate houses, so to speak, where 
those suffering from acute, but curable, insanity could be placed 
instead of being incarcerated in lunatic asylums. ^ 



Acute septic arthritis may occur by hematogenous infection, 
especially in infants of depressed vitality, and are analogous to 
the a-cute bone infections. The disease is at first limited to one 
joint and may go on to suppuration. The diagnosis from acute 
rheumatism is difficult at first, but the absence of immediate 
spread to the joints, and the signs of suppuration, soon renders 
the diagnosis clear. 
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NBBRASKA NOTES AND NEWS. 

Dr. Fischer of Ogalalla has removed to LeweUen, N^h. 

Dr. Porter, formerly of Omaha, has located in Sutherland. 

I>r. E. V. Blak of Alma, Neb.» has removed to Bristow, Neb. 

Dr. Caldwell is reported as a new physician in Red Cloud, Neb. 

Dr. Bates of Pilger, Neb., is reported to have removed to Castlna, la. 

Dr. E. M. Stewart of Imperial, Neb., was in Omaha on buainess the early 
part of January. 

Dr. F. H. Lally has located in Jackson, Neb., succeeding Dr. B. J. Leahy, 
recently deceased. 

Dr. John S. Simms of Chicago is a new phsmiclan recently located in 
North Platte, Neb. 

Dr. Paul Siberts has removed from Sutherland to Oklahoma. He Is 
succeeded by Dr. Gordon. 

Dr. B. B. Davis of Omaha was elected president of the Western Surgical 
association at its recent meeting in St Louis. 

Dr. C. E. Mullinax of Princeton, Mo., has located in Hayes Center, Neb., 
where he will practice medicine and surgery. 

Dr. H. P. Bradenberg of Lander, Wy^^ has removed to Green River, 
Wyo., wher he will in the future make !.<s home. 

Dr. B. E. Robinson of Arnold, Neb., an early physician of Custer county, 
died at his home on December 19, aged 47 years. 

Dr. E. D. Collette of Wallace, Neb., died at a !:«spital in North Platte 
December 31 from heart disease, at the age of ^(. 

Dr. Timothy J. Dwyer of Omaha and Miss Susan Mary Flanagan were 
married at St. John's church, Omaha, on January 7. 

Dr. B. J. Leahy of Jackson, Neb., died at his home the latter part of 
December of arteriosclerosis, at the age of 43 years. 

A daughter was born to Mr. and Mrs. Dell Green of Hastings, Neb., 
December 17, with two well-formed teeth in the lower Jaw. 
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Dr. Henry Farrell of Aztell, Neb., has moyed to Wallace, Neb., where 
he intends to engage in the practice of medicine apd pharmacj. 

Dr. Adolph Sachs of Omaha left December 27 for Germany, where he 
will spend three or four months in advance study along his special lines. 

Dr. and Mrs. Edward C. Lynch have bought the Sacred Heart hospital 
ol Valentine, Neb., and will conduct it under the name of Valentine General 
hospital. 

Dr. John L. Sears of Winifred, Mont., and Miss Jean Campbell of Oak- 
land, were married on December 24 at the home of the bride's parents in 
Oakland, Neb. 

Dr. Albert L. Kee of Cambridge, Neb., and Miss Edith Waite of McCook, 
Neb., were married the middle of December at the home of the bride's par- 
ents. They will make their home in Cambridge, Neb. 

Dr. Syl Person of Stanton, Neb., for many years a physician of Cuming 
county, died at his home on Christmas eve. He had retired from practice 
and was devoting himself to caring for his real estate interests. 

The many acquaintances of Dr. J. Due Sutherland of Grand Island will 
be sorry to learn that on a trip to the country, January 8, his automobile 
caught fire and was totally destroyed. The doctor was not injured. 

On the evening of January 8 the staff of St. Joseph's hospital, Omaha, 
along with many friends of the institution, were entertained by the Sisters 
of St. Francis at a sumptuous banquet. This annual affair at St. Joseph's 
hospital is such a delightful occasion that it is looked forward to with 
pleasure and anticipation each year by all who are connected with the insti- 
tution. This year Uie Sisters surpassed themselves in their efforts to delight 
their guests and please the palates of those they were entertaining. 



GENERAL NOTES AND NEWS. 

Colonel Oliver H. Payne, New York City, has given |4,350,000 to Cornell 
Medical college. 

Dr. A. Campbell Geddes, formerly professor of anatomy in the Royal 
College of Surgeons, Ireland, has been appointed professor of anatomy in 
McGill university. 

It is announced that the State Tuberculosis sanatorium, Norton, Kas., 
will be ready to receive patients early in January, although the entire build- 
ing will not be complete until sfummer. 

The supreme court of New Jersey has recently set aside as unconstitu- 
tional, the act of 1911 providing for the sterilization of epileptics, the feeble- 
minded, criminals and other defectives. 

Brigadier General George Henry Torney, surgeon general. United States 
army, died at his home in Washington, December 27, from bronchial pneu- 
monia, aged 63. He was bom in Baltimore. 

Dr. Wm. Knapp, of Hope, Idaho, was fined $50 for practicing medicine 
in Montana without a license. He went across the state line from Idaho 
to Trout Creek to attend some cases of typhoid fever. 

An army medical school has been established at Ottawa, Canada, in 
connection with the central laboratory of hygiene. Military medical officers 
will be trained in laboratory work and army sanitation. 

The auxiliary to the University of Stanford clinic, at a meeting recently 
held at Lane hospital, San Francisco, effected a permanent organisation to 
care for patients after their discharge from the hospital. 

The health commissioner of Minneapolis on November 20 made first 
use of the state law which authorizes health officers to remove tuberculosis 
patients from private homes to public hospitals in order to prevent the 
spread of infection. 
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The Alabama Society of Moral and Sanitary ProphylazlB was organised 
at Birmingham December 29. George H. Denny of the Universi^ of Alabama 
was elected president; Dr. George Petrie, Auburn, a ylce president* and Dr. 
William W. Dinsmore, Montgomery, secretary. 

Several prominent Chicago women have received blackmailing letters 
recently which the writer said contained pathogenic bacteria which would 
ineyltably cause a fatal sickness in the recipients unless they left a large 
amount of money as directed in which case the writer of the letter would 
send an antidote. 

The provision of the sanitary code of the city of New York which makes 
it a misdemeanor "to receive or have in possession" any receptacle used in 
the transportation or delivery of milk or cream which has not been washed 
immediately after emptying, has been sustained by the highest court of the 
state of New York. 

Sir Malcolm Morris of London, presiding at a lecture on leprosy on 
November 19, in that city, surprised his hearers by the assertion that Lon- 
don contains many lepers, and that efforts are now being made to provide a 
small institution for their care. England has no law preventing the entrance 
of lepers to the country. 

Carl H. von Klein, well known in Chicago as a collaborator of medical 
and collateral literature, as a translator and abstractor of medical articles, 
noted as an Egyptian scholar, whose work on the "Papyrus Ebers/' was 
almost ready for issue, died in the Cook county hospital, December 12, from 
diabetic gangrene, aged 71. 

Rush alumni to the number of 275 held an enthusiastic banqfuet at the 
Hotel Sherman, November 13. Dr. A. M. Corwin presided and submitted a 
proposition to raise an endowment fund of |80,000. The alumni present 
subscribed $3,500 and a plan was formulated for securing subscriptions from 
members of classes not present at the banquet. 

Dr. Walter L. Bierring, president, and Dr. Guilford H. Sumner, secre- 
tary, of the Iowa state board of health, announce to the people of the state 
that the plan of work outlined by the board contemplates a sanitary investi- 
gation of every city and town line, including inspection of all public water 
supplies, sewage disposal plants and means of garbage disposal. 

Justice Seabury of New York has rendered a decision in favor of Mrs. 
Bridget Peizotto, who had been suspended for absenting herself from school 
duties for the purpose of bearing a child. The court has expressed Uie 
opinion that the board of education has no right to dismiss a married 
teacher who absents herself from school to give birth to a child and that 
any attempt to do so would be against good morals. 

The board of trustees of Cornell university announces that a gift of 
about 14,000,000 has been made to endow the Cornell university medical 
college. It is understood that the donor is Colonel Oliver Hazard Paine, 
New York City, who gave 1500,000 several years ago for the establishment 
of the school. This endowment fund will provide an annual income of 
$200,000 for the medical school. This is one of the greatest individual gifts 
ever given to an education institution, and it is especially pleasing that it is 
given for the advancement of medical education. 



INCREASE IN CANCER DEATH RATE. 

During the past ten years the death rate from cancer has increased 30 
per cent among males and 22 per cent among females in the United States 
registration area. The mortality from external cancer has increased 55 per 
cent in ten years. In the past thirty years the apparent death rate from 
cancer has increased 100 per cent in the population of Massachusetts and 
New Jersey and sixteen American cities. In England and Wales it has in- 
creased 93 per cent. 
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To the Members of the Nebraska State Medical Aaooelatioii: 

Please read this section of our Constitutloii and Bj-Laws, then send 
title of your paper with a brief abstract of it to the proper Secretary as 
herein indicated. 

See. 2, page 20. The Committee on Sdentiflc Work shall Donsist of the 
Secretary, who shall be Chairman, and the Chairman and Secretary of the 
Sectiona, who shall determine the character and scope of the scientific pro- 
ceedings of the Association for each session, subject to the instructions of 
the House of Delegates or of the Association, or to the proYlaioas of the 
Constitution and By-Laws. Fifteen days previous to each annual session it 
shall prepare and issue a program. 

Section on Medicine, Dr. R. W. Bliss, Omaha, chairman; Dr. Roy Dodge, 
secretary, room 446 Brandeis building, Omaha, Neb. 

Section on Surgery, Ophthalmology and Otology, Dr. S. C. Beede, David 
City, chairman; Dr. C. H. Newell, secretary, room 611-14 City National Bank 
building, Omaha, Neb. 

Section on Obstetrics and Gynecology, Dr. C. A. Allenburger, Columbus, 
chairman; Dr. J. W. B. Smith, secretary, Albion, Neb. 

All program material should be in the hands of your committee by 
March 81, 1914. JOSEPH M. AIKIN, Secroifry. 



DAWSON COUNTY MEDICAIi SOCIETY. 

The Dawson County Medical society officers for 1914 are: President, 
Dr. E. M. Tayman, Cozad; vice president, Dr. C. Lu Emmons, Overton; secre- 
tary and treasurer. Dr. Arthur Wade, Lexington; delegate, Dr. J. H. Focht- 
man, Cozad; alternate. Dr. William Birkofer, Gothenburg. 



SAUNDERS COUNTY MEDICAL SOGEBTY. 

The annual meeting of the Saunedrs county Medical society was held 
at Wahoo, Neb., Thursday evening, January 8, 1914. 

The board of censors reporting favorably on the application of Dr. Mark 
A. Nye of Weston, Neb., he was unanimously elected to membership. 

After the usual business the election of officers took place, as follows: 
President, E. O. Weber, M. D., Wahoo, Neb.; vice president, B. T. McGuire, 
M. D., Mead, Neb.; treasurer (re-elected), A. S. von Mansfelde, M. D., Ash- 
land, Neb.; secretary (re-elected), M. A. Quincy, M. D., Ashland, Neb.; cen- 
sor, Chas. F. Kirkpatrick, M. D., Ashland, Neb. 

Dr. A. C. Stokes of Omaha presented a paper, "Remote Effects of Local 
Infections," which provoked much well-merited kindly discussion. 

The society extended its hearty thanks to Dr. Stokes for the presenta- 
tion of this paper. 

Then Dr. James M. Patton of Omaha in "Aural Prophylaxis" gave some 
very practical advice. The lengthy discussion of this paper showed in part 
how much it was appreciated, and the society also unanimously thanked Dr. 
Patton for the presentation of this paper. 

Both the readers kindly consented to funrish copies of their papers for 
publication in the Western Medical Review of some future date. 

Adjourned to April 9, 1914. 

M. A. QUINCY, M. D., SecreUry. 



THE NEW STATE BACfrBBIOLOOiCAL LABORATORY AND ITS 

DIRECTOR. 

The new state bacteriological laboratory will soon be in full operation. 
This is one of the most important steps in health work that has ever been 
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undertaken in Nebraska. It looks to the prevention of the spread of infec- 
tious, contagious and preventible diseases, as well as the improyement of 
general health conditions. Nearly every state has such an institution and 
it is a real necessity in order to handle present-day health conditions. 

Dr. Wm. F. Wild has been selected by the state board of health as 
director of the laboratory. Dr. Wild is a thoroughly competent medical man, 
having passed the state boards of Louisiana and Illinois, and being entitled 
to register by reciprocity in Nebraska. He is a gentleman of personality and 
pleasing character as well as of scholarly traits, and deeply interested in 
his life work. He was graduated both in arts and in medicine from Tulane 
university at New Orleans, La., specializing in bacteriology, quarantine and 
sanitation. After graduating he did special work for a number of years 
designed to fit himself for the position of a specialist in bacteriology. He 
served in various departments of the United States government medical 
service, notably in the marine hospital, and then took up work in the tropics, 
where special activities have been had during the past few years in the line 
of sanatation and study of bacteriological conditions. The British govern- 
ment in particular has conducted research and experiments along these lines, 
so Dr. Wild made the Danish settlements and colonies at St^ Thomas and 
St. Croiz his headquarters, being associated with the king's physician in his 
work among the islands of the West Indies. He also visited, studied condi- 
tions in and worked in Mexico, British Honduras, Gautemala, Spanish Hon- 
duras, Nicaragua, Costra Rica, Panama, Cuba, Porto Rico and Cuba. 

Dr. Wild therefore comes to his work thoroughly equipped to render 
efficient service. At the time of his employment on the part of the state, he 
was employed in laboratory work in the city of Chicago. 

It is to be hoped that both Dr. Wild and the laboratory will receive 
support from the medical profession which they deserve. A bulletin will 
be issued shortly by the state board fully explaining the functions and work- 
ing of the laboratory and will be furnished to all the medical profession. 
DR. H. B. CUMMINS, Secretary, Seward, Neb. 



BOOK REVIEWS , 

EPIDBBaC CEREBROSPINAIi MBNINOITIS. 
By Abraham Sophian, BL D., formerly in New York Research Laboratory. 
258 pages, 28 Ulustralioiis. Published by C. V. Mosby Co., Metropolitan 
Bnildii^;, St. IJoois, Mo. Price, $8. 

A number of striking photografs of actual patients are reproduced, 
giving those who have never seen a case a vivid impression of the fades 
and decubitus of the disease. Full directions are given for the use of the 
apparatus for injecting antimeningitis serum. Many cases are reported, and 
blood pressure and temperature charts are reproduced. Phophylaxis, quar* 
antine and medicinal treatment are discussed. Full space is given to sympto- 
matology, laboratory diagnosis and complications which may arise. The 
matter of etiology is gone into in minute detail. It is an excellently well- 
written book. It is the only monograph yet published in the English lan- 
guage on this intensely interesting and very important subject. The very 
latest knowledge is incorporated, and the text is clear and to the point. 



OPHTHAIiMOIiOOY FOR VETERINARIAXS. 
By Walter N. Sharp, M. D., Professor of Ophthalmology in the Indiana 
Veterinary College. 12mo of 210 pages, illnstnitod. Pliilad^hia and 
Ijondon: W.'B. Saiinders Company, 1918. Cloth, $2 net. 

I have carefully reviewed Dr. Walter N. Sharp's book on Ophthalmology 
for Veterinarians and find in it a useful fund of information. It should 
prove to be of invaluable assistance to students as a text book. The illustra- 



Digitized by 



Google 



98 Western MediccU Review 

tions are good, clear and concise, and cover pretty thoroughly the field of 
the numerous injuries to which the eye is subject The book would grace 
the library of every veterinarian. 

G. R. YOUNG, D. V. S. (Omaha). 



DIET USTS OF THE PRESBTTBRIAX HOSPITAL 

New Yotk, City. Compiled, ^th notes, by Herbert 8. Carter, A* BL, BL D^ 
Consnltiii^ Physiclaa to the Lincoln Hospital, Associate in Medicine at 
Columbia University, and Assistant Visiting Physician to the Presby- 
terian Hospital, New Yoric City. 12mo of 120 pages. Philadeli^iia and 
London: W. B. Saonders Company, 1918. doth, $1 net. 
The Diet Lists contained in this volume were prepared primarily for 
use in thie Presbyterian hospital, and the commentiet on the different diets 
added subsequently. 

The aim is to show a rational mean in the quantity of protein recom- 
mended which will allow a sufficient margin of safety and still be considered 
below the old standards' of supposed protein requirement. No hard-and-fast 
line has been drawn between the requirements of men and women requiring 
purin-free, low calcium, or salt poor diets, as the cases requiring these diets 
are never numerous in a hospital ward. 



MASSAGE— ITS PRINCIPLES AND TECHNIC. 

By Max Bohm, M. D., of Berlin, Germany; edited, with an introduction, by 
Charles F. Painter, M. D., professor of Orthopedric Surgery at Tuft*s 
Medical School, Boston. Octavo of ninety-one pages, with ninety-seven 
illustrations. Philadelphia and London: W. B. Saunders Company, 
1918. doth, $1.75 net. 

Physical therapeutics should be employed more than it is. We are not 
securing for our patients the benefits they might reecive, because many of 
us do not know of the advantages that are inherent in these various physical 
therapeutic measuers. This volume will enable the reader to become familiar 
with the technic of massage. The technic is exactly that which is employed 
in Hoffa's clinic. It is amply and clearly Illustrated. The principles are 
described step by step. The book is of value to physicians, nurses, and those 
pursuing courses in medical gymnastic^. We are making a mild statement 
when we say: this volume cannot but be of incalculable value to every pos- 
sessor and as such merits the earnest consideration of every practitioner to 
the extent that he purchase it, study it and apply its teachings. 



THE PRACTICAL BIEDICINE SERIES. 

Comprising ten volumes on tlie year's progress in medicine and surgery. 
Und^r the general editorial charge of Charies L. Mix, A. M., M. D., Pro- 
fessor of Physical Diagnosis in the Northwestern University Medical 
School. Volume VI. General Medicine, edited by Frank Billings, M. S., 
M. D., Head of tlie Medical Department and Dean of the Faculty of Rush 
Medical College, CSiicago, and J. H. Salisbury, A. M., M. D., Professor 
of Medicine, Cliicago Clinical SchooL Series 1918. Chicago: The Year . 
Book Publishers, 827 S. LaSalle St. 

It gives us pleasure to call attention to another issue of the Practical 
Medicine Series. These volumes are issued at monthly intervals and cover 
the entire field of medicine and surgery, each volume being complete for the 
year prior to its publication on the subject of which it treats. The arrange- 
ment in several volumes enables those interested in special subjects to buy 
only the parts they desire. ' 

The price of this volume is |1.50 and the price of the series of ten 
volumes 1 10. 
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DISEASES OF THE EYE. 

Bj George E. de Schwelnitz, BL D., Professor of Of^thalmologjr in the Uni- 
Tersity of PennsylTania. Serenth editton* thoroughly revised. Oct«TO 
of 979 pages, 860 text illustrations and seven lithographic plates. Phlla- 
deli^iia and London: W. B, Saunders Company, 1918. doth, 96 net. 
Half Morocco, f6 net. 

Any book passing to the seventh edition in any branch of medicine needs 
little comment from the reviewer, only to mention that it is more complete 
than ever. 

Dr. de Schweinitz' seventh edition of Diseases of the Eye comes from t^e 
press this year revised and <up to date on the newer diseases and operations 
brought out since the last edition. For instance, the trepanation of the 
cornea after Fergus and Elliot for the relief of tension in glaucoma and now 
used so extensively in London and Vienna almost to the exclusion of the old 
iridectomy operation, is well and completely described, as is also the Reece 
muscle resection operation. 

Special paragraphs on the newer diseases of the conjunctiva and cornea 
and the use of salvarsan in eye diseases are appearing for the first time. 

The cuts used in illustration of the diseases and especially the cuts for 
operations are very plain and complete. The first edition of this work 
appeared in 1892, the last in 1913, which covers a period of almost a quarter 
of a century, and during this time De Schweinitz has been one of the leading 
American authorities. Practitioners and students will find the work easy 
to read, and practical. ARNOLD (Omaha). 



Ganasslni found zinc sulphate to be a very sensitive test for uric acld» 
and by using it the well known murexide reaction may be dispensed with. 
If an aqueous solution of zinc sulphate be added to a solution of uric acid, 
or of an alkaline urate, a white, basic urate of zinc separates out. On ex- 
posure to air it is said to assume gradually a greenish or blue color. This 
reaction is not affected by the presence of albumens, hence it may be used 
for the detection of uric acid in blood. 



Go slow in your advocacy or use of rectal anesthesia. One case re- 
ported showed that death resulted from necrosis of the large intestines, as 
the consequence of the action of the vapor of the anesthetic upon the tis- 
sues. Besides this, how are you going to stop the action of the anesthetic 
when it has already been injected into the bowel, and the patient shows 
signs of having had enough. 



Desiccated Antitoxin and Serums. 

Eichholz (Muench. Medizin Wochens.) states that experi- 
mental research has apparently demonstrated that a suspension 
of desiccated serum in olive oil seems to retain all the thera- 
peutic possibilities unimpaired while the serum is absorbed so 
much more slowly and gradually that there does not seem to be 
any danger of anaphylaxis or serum sickness. The desiccated 
serum naturally cannot be used where speedy action is wanted, 
but it may be found useful in prophylaxis and in cases in which 
there are reasons for anticipating trouble from anaphylaxis. 
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ABSTRACTS 



Radiotherapy in Gjrnecology. 

Hendly (Therap. Monats.) states that all hemorrhage was 
arrested in 92.5 per cent of the cases of bleeding myoma in his 
service in which Roentgen therapy has been applied in the last 
three years. The treatment is not used when there is suspicion 
oT cancer or recent disease in the adnexa. Climacteric hemorr- 
hage was arrested in 94 per cent of the cases; menorrhagia 
without local findings in young women, and chronic metritis 
were cured in every instance. Essential pruritus also responded 
favorably in one or a few sittings with low dosage. Combined 
radiotherapy has its special field in malignant disease, and it 
is already established that the method has a destructive action 
on cancer but whether it roots it out completely time alone will 
tell. 



Intestinal Hyperthjrroidosis. 

J. C. Hemmeter, Baltimore (Journal A. M. A., December 
13), after noticing the hitherto current theories of hyperthy- 
roidosis and its etiology, notices the work and views of von 
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Noorden, McCarrison and Sasoki indicatiiig an intestinal and 
probably a microbe origin of the condition, and briefly reports 
three cases in which chronic colitis of many years* standing 
preceded the symptoms. All were relieved by treatment of the 
bowel disease, after failure of other measures usually employed, 
including in one case a partial tiiyroidectomy. The treatment 
directed to the intestine was more efficacious than that with 
thyroidin, antithyroidin, or Beebe's antithyroid serum, and he 
found nothing so good in these colonic cases as lavage of the> 
intestine with 1 per cent solutions of ichthyoL As much as one 
liter can be used in persons having a large colon, and half as 
much in those with a small one. He has also found that Bacillus 
hvlgaricus in pure liquid cultures administered for a long time 
reduces the tremor as well as the headaches and insomnia. 
Further reports are promised of his studies and observations, 
especially with reference to search for a specific organism in 
the intestines and feces, but none such have been isolated up to 
the present time. 



Sciatica. 

H. A. Cables, East St. Louis, 111., (Journal A. M. A., Decem- 
ber 27), has treated eight cases of sciatica by hypodermic injec- 
tions of a 4 per cent solution of quinine and urea hydrochloride 
in a normal salt solution in the subcutaneous tissue over the 
course of the nerve. No attempt was made to inject the nerve 
itself. There were fifty injections in all and no untoward result 
except a little soreness that follows any hypodermic injection. 
Seven patients received six injections each and one received 
eight All were relieved after the first treatment and none had 
any severe attack after the third. The duration of the cases 
ranged from one to thirteen weeks before the first treatment 
and half the patients had been previously treated by other 
physicians for variable length of time. 



Efificiency in Nursing. 

W. Oilman Thompson, New York (Journal A. M. A., De- 
cember 13), takes up the miich-neglected field of the economic^ 
side of ward nursing and the waste of energy which is caused 
by ill-directed and ignorant methods. Recent magazines are full 
of articles discussing efficiency and how to avoid the unneces- 
sary waste in various employments but nobody has studied the 
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problem in hospital nursing. He has had opportunity to observe 
in several large hospitals and finally began to gather statistics. 
He first tried having the nurses wear pedometers. In one hos- 
pital he found that the day nurse walked 7^^ miles a day, in 
others 5^^ miles. In one hospital where the wards were so long 
that the farthest bed is 120 feet from the ward kitchen tables, 
it was the custom to carry the meals separately to each bed 
three times a day and the nurses had to walk two miles a day 
merely to serve meals. An additional consideration was the 
minor factor of promenading up and down the ward were quiet 
would be desirable. He suggested trucks, which were at first 
objected to but which subsequently brought him a blessing from 
the objectors, and he also cut down the weight of the absurdly 
heavy trays. The article is full of such detailed hints which he 
does not think unreasonable. ''The modem training attitude," 
he says, '4s so increasingly pedagogic and so decreasingly 
humanitarian that I am unable to' recall a single suggestion 
originating with the oflScers of a school designed to promote the 
comfort of patients in bed, and I know of more than one school 
in which nurses are reprimanded for following their natural 
impulses to favor the individual. I have sometimes doubled a 
pillow temporarily to ease the position of a dyspneic patient, 
the nurse telling me she did not dare do it herself." Physicians 
thenleslves are often lacking in consideration. Nurses are some- 
times kept waiting for learned bedside discussions when they 
ought to be serving a glass of water or easing an aching limb. 
The custom of rotating the doctor's service he thinks is dis- 
advantageous. There should be one continuous director and 
the patients should not be subjected to the varying notions and 
whims, it may be, of short-term medical service. He has not 
found it easy to obtain facts as to the effects of the hospital 
course of training on the health of nurses from the training 
school records, but he pleads for a greater efficiency in nursing 
in order to conserve the nursing force, and for the greater use 
of conmaon sense 'appliances for the comfort of patients. 
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CARCHOLAX 



Dear Doctor : — 

Have 70a ever teen a better formula than Oareholaxt GBRING. 

Each fluid ounce contaiBs: 

Cascara Sagrada (S jears old) 240 gr. 

Blue Flag 16 gr. 

Wahoo, Bark of Root 24 gr. 

Sodium Phoepbate 40 gr. 

Sodium Salicylate 1€ gr. 

Combined with aromatica. 

As a remedy in Chronic constipation, auto-intoxication, biliousness, or 
hemmorrhoids. ^ 

Pleasant, palatable and leaving no seoondarj distrcM. 



The Henry R. Gerin^ Co. 

Manufacturinil Chemists 

701-3 So. 13th Sts. 

OMAHA 



Wb«a writing to ady^rtlMrs kindly m«BtloB tbis jounuO. 
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lODDM-MILLER 

Th« f otable I«dlBe. 

Doctor: 

lODUM-MILLBR is What JTOU 
want if you want iodine in Its 
perfection. 

lODUM-MILLBR will ^TO JOU 
all the therapeutical action of 
iodiDe when you want it. 

Your first use of lODUM- 
mLLBB, either internally or 
locally, or as a sursioal dressing, 
will demoastnite tnat you have 
what you want and have it when 
and where you want it 

It is well borne In iMrf doses, 
■s hlffh as MO drops Mr dloa 
beinff tolerated for an Indaflnlte 
period. 

lODUM-MIIXER 

Wni Bot DIsavpotet IB f ypkllls. 



"I don't know of any druff I use 
lODUM-mLUBR, 



than 



oftener 

and MM that ft^rea ma as m—^ reavMs. I use 
It both Intaraally and externally.— N B. Lake. 
IL D., Unlyarslty MadloM CoUace. Kansas City. 
Mo. 



PBRFBCT } 

RBCTAL AND PROSTATIC 
MBDICATION 

ByTHEANCHOR SUPPOSITORY 

1^ Formula No. 11 apeeUU 

Cannabis Indloa ...P. ■..Or. 1^4 

Zino Ozlda Or. tt 

Hyosoyamns P. B. .Or. H 

Nux Vomioa P. B..Or. H 

lohthrol JMarok) Or. I 

lODUM-ldlJUDR % It 

Coco But ter Q. 8..8app. 1 

HTDIOATIOHfi 

Hadk •< 



rrha Anchor Raetal Supposit- 
ory Blvaa mm ikm beat aiaaaB af 
applyteff aMdletea ta wmtk 
tkraasb ikm laeiaMi'^ Tsnob 
Geiffer, M. D., St. Joseph, Mo. 



Send for Samples 



Send for Formula List 



lODUM-MILLER CO. 



Maaafaetmr«rf of lODUM-MILLER and Anchor Suppository 

408 MiMOuri Building SoU by KANSAS CITY, CO. 

THE HENRY R. GERING CO.. OMAHA 



Sherman's Bacterins 

Preparations with a Record for 

RELIABILITY 

FORTY DIFFERENT VARIETIES 

Marketed in Ampules. 6 to a package for $1.50 

Bulk packages in a special aseptic container 
5 c. c. averaging 8 doses, $1.00; 18 c. c. averaging 30 doses, $3.00 

G. H. SHCRMAN, M. D. 

Write for Literature DETROIT. MICH. 

^^== == CAIMIIO IN STOOK IT =s^b^=sbbsss^bsb^sbs 

The Henry R. Germg Co., Omaha, Neb. 



When writiniT to adyertisers kindly mention this jounuU 
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NEBRASKA AND WYOMING 

Professional Directory 



OMAHA, NEB. 

SURGERY. 
C. C. ALLISON, M. D. Office No. 2 Creighton Blk. Telephone Dooglas 166. 

B. B. DAVIS, M. D. Office 200-2 Bee Bldg. Office telephone Douglas 1551, 
Residence Harney 717. 

DR. H. P. HAMILTON. Office 617 City NaUonal Bank Bldg. Office hours, 
12-12:30, 2-4 p. m. Telephones: Office, Dong. 1519; Res. Webster 1224. 

E. 0. HENRY, M. D. Office, 610 Brandeis Theater Bnildlng. Hours, 11 a. m. 
to 1 p. m. Office phone, Douglas 941; residence phone, Harney 991. 

A. F. JONAS, M. D. Office 464 Brandeis Bldg. Office telephone Doug. 1073. 
Residence telephone, Harney 614. 

J. P. LORD, M. D. Office suite 601 Paxton Blk. Office telephone Douglas 38. 
Residence telephone, Harney 966. 

BERNARD A. McDERMOTT, M. D. Office 659-561 Brandeis Blk. Hours, 1:30 
to 4 p. m. Telephone, Douglas 742. 

€. O. ROBINSON, M. D. Office 403 Brandeis Building. Office Hours: 10 to 
12 a. m., 1 to 5 p. m. Telephones: Office, Douglas 2922; residence, 707. 

A. C. STOKES, B. S., M. D. Office, 503 Brandeis Bldg. Office hours, 3 to 5 
p. m. Office telephone Douglas 2016. 

ROBERT R. HOLLISTER. Office 714 SUte Bank Bldg., phone Douglas 1961. 
Residence 4907 Davenport Street, phone Harney 3480. 

DRS. IMPEY AND IMPEY. 300 Brandeis Theatre Bldg. Hours, 11 to 12 a. 
m., 8 to 5 p. m. Telephones, office, Douglas 1291; residence, Webster 
1231. 

GEORGE F. SIMANEK, M. D. Office, 1262 So. 13th Street. Office hours, 
2 to 4 p. m. Office phone, Douglas 3769. 

DR. JOHN R. NILSSON. Offlxse 1006 Woodman of the World Building. 
Phones: Office, Douglas 2539; Residence, Webster 3888. 

DR. F. J. SCHLEIER. Office, 412 State Bank Bldg. Phones: Office, Douglas 
4308; Residence, Harney 6173. Office Hours, 2 to 5 p. m. 

EYE, EAR, NOSE AND THROAT. 
DR. CLAUDE T. UREN. Suite 412 State Bank Building. Phone Douglas 4308. 

DRS. BRYANT, ARNOLD & BUSHMAN. Office 631 City National Bank BuUd- 
ing. Office telephone, Douglas 816. 

DRS. GIFFORD, PATTON, CALLFAS & POTTS. Office 567 Brandeis Build- 
ing, Office telephone Douglas 739. 

DRS. OWEN AND WHERRY. Office, 471 Brandeis Bldg. Office phone, 
Douglas 324. 

DRS. LEMERE & BANISTER. Office 400-2-4 Brandeis Theatre Bldg. Office 
hours, 9 to 12 a. m. and 2 to i p. m. Sundays by appointment. Office 
telephone Douglas 685; residence, Harney 780. 

DR. W. K. FOOTE. 723-725 City National Bank Bldg. Hours, 9 to 12; 2 
to 6. Telephone Douglas 537. 

J. J. WARTA, M. D 923-4 W. O. W. Blcjg. Telephone Douglas 5852. 
Hours 12 to 5 p. m. Residence Phone, Douglas 6092. 
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OMAHA, NEB.— Continued. 

GYNECOLOGY AND OBSTETRICS. 

PALMER FINDLEY, M. D. Office 418 Brandeis Theatre Bldg. Office tele- 
phone Douglas 1727. Residence telephone Harney 640. Office hours, 
11 a. m. to 1 p. m. 

GBNITO-URINARY AND SKIN DISEASES. 

H. S. SUMNEY, M. D., and J. W. HELLWIG. M. D. PracUca limited to 
Dermatology and Genito-Urlnary Diseases. Suite 1011 New Woodmen 
of the World Bldg., Fourteenth and Farnam streets. Telephone Douglas 
512. Hours, 9 to 5. 

CHARLES McMARTIN, M. D. Practice limited to Skin and Urinary diseases. 
Office, 419 and 420 Brandeis Bldg. Hours, 9 to 11 and 1 to 5. Office 
telephone, Red 6780. Residence telephone, Harney 4469. 

GYNECOLOGY. 

W. O. HE3NRY, M. D. Office, 610 Brandeis Theater Building. Hours, 2 to 4 
p. m. Office phone, Douglas 941; residence phone, Douglas 1216. 

FREDERICK J. WEARNE, M. D. Office suite, 830 City National Bank Bldg. 
Hours, 2 to 5 p. m. Telephones, office, Douglas 33; residence, Harney 
600. 

RUDOLPH RIX, M. D. Office 16th and Dodge streets. Hours, 11 to 12 a. m. 
and 2 to 4 p. m. Office telephone, Douglas 888; residence, Webster 1706. 

OBSTETRICS. 

A. E. MACK, M. D. Office phone, Douglas 1636; Res. phone Harney 1682. 
820-22 Brandeis Theater Bldg. 

DRS. SOMERS & TAYLOR. Suite, 446 Brandeis Bldg. Office, Douglas 1066. 
Res. Dr. A. B. Somers, Tel. H. 1066; Res. Dr. W. H. Taylor, Tel. H. 4965. 

X-RAY LABORATORIES. 

W. H. MICK, M. D. Office, 478 Brandeis Bldg. Office hours, 9 to 12 a. m. 
and 1 to 6 p. m. Office telephone, Douglas 6780. 

C. H. BALLARD, M. D. Office, 401-2 Brandeis Bldg. Office hours, 11 to 12 
a. m., 3 to 6 p. m. and by appointment. Office phone, Douglas 2066; 
residence phone, Webster 2060. 

PHYSICIANS AND SURGEONS 

F. A. EDWARDS, M. D., C. M. Office, 626 Bee Bldg. Office hours, 9-12 a. m., 
2-6 p. m. Offixse phone, Douglas 948. Residence phone. Red 6116. 

SKIN AND GENITO-URINARY DISEASES. 

ALFRED SCHALEK, M. D. Office, 614-616 Brandeis Theater Bldg. Office 
hours, 10-12 a. m., 2-4 p. m. Office telephone, Douglas 3473. 

NERVOUS AND MENTAL DISEASES. 

HENRY S. MUNRO, M. D. Brandeis Theatre Building, Omaha, Neb. Con- 
sultant in Psychotheraphy, Psychiatry and Neurology. 

DISEASES OF CHILDREN. 

DR. NEWELL JONES, 721-736 City National Bank Bldg. Hours, 11 to 12 
a. m.: 2 to 4 p. m. Phone, Douglas 1385. Res., Harney 6488. 

LINCOLN, NEB. 

SURGERY. 

A. I. McKINNON, M. D., C. M. Office, 6th Floop First Nat. Bank Bdg. Office 
hours, 1 to 5 p. m. Phones: Auto. 3466; Bell, 93. Residence, Lincoln. 

J. W. GREENBfAN, M. D. Office, 211 Richards Block. Both phones. 
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LINCOLN. NBB.— Continued. 
DERMATOLOGY AND GBNITO-URINARY. 

DRS. ANGLE & SNIPES. Office, 407 Funke Bldg. OffiiCe hours, 9 a. m. to 5 
p. m. daily. Sunday, 12 a. m. to 1 p. m. Telephones, Auto. 2794, Bell 
A-1177. 

EYE, EAR, NOSE AND THROAT. 

DRS. DAYTON & WILLIAMS. Office, Suite 302 Punke Bldg., 12th and O Ste. 

Telephone B 1375 
J. J. HOMPES, M. D., 203-204-205 Ganter Blh, 12th and O Sts. Tel. B-3609. 
DRS. WOODWARD & TEAL. Office, 207 Richards Block, Lincoln, Nebraska. 

Telephone B. 86 6€. 
WARWICK M. COWGILL, M. D. Office, 201-02 Press Bldg., 13th and N Sts. 

Office phone, Auto-5122. Office hours, 9 to 12 a. m., 1 to 5 p. m. and 

Sundays by appointment. 

PULMONARY DISEASES, 
y. H. TYNDALE, M. D. Office, 217 Richards Block. Office hours, 10 to 12 
a. m. and 2 to 5 p. m. 

DA^aD CITY, NEB. 

SURGERY AND CONSULTATION. 
S. C. BEEBE, M. D. Surgery and Consultation. 

FEEMONT, NEB. 

SURGERY AND CONSULTATION. 
GEO. HASLAM, M. D. 

GEAND ISLAND, NEB. 

SURGERY. 
CLYDE A. ROEDER, M. D. 

HOLDEEGE, NEB. 

W. D. SHIELDS, M. D. Practice limited to diseases of the eye, ear, nose and 
throat. Hours, 9 to 12 a. m., 1 to 5 p. m. Office, 411 East Avenue. 

HASTINGS, NEB. 

SURGERY. 
S. R. HOPKINS, M. D. First National Bank Building. 

BEEWYN, NEB.' 

GENERAL PRACTITIONER. 
H. C. NICHOLS, M. D. Special attention given to Gynecology and Obstetrics. 

KEAENEY, NEB. 

EYE, EAR, NOSE AND THROAT. 
J. S. BLANCHARD, M. D. 

COLUMBUS, NEB. 

EYE, EAR, NOSE AND THROAT. 
CHARLES H. CAMPBELL, M. D. 

MINATAEE, NEB. 

C. E. VANDIVER, M. D. 

BELGEADE, NEB. 

GENERAL PRACTITIONER. 
SYDNEY EASTMAN, M. D., PH. D. 
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ARCADIA, NEB. 

SKIN AND KIDNBT8. 

C. D. D. M. M. 8. LANGRALIi, M. D. Office hours, 9 to 12 a. m., 1:80 tc 

5:30 p. m. Phones, local and long distance. 

NORTH PLATTE, NEB. 

SURGERY AND GYNECOLOGY. 

D. T. QUIGLEY, M. D. Office, First National Bank Bldg. Office hours, 10 

to 12 a. m., 3 to 6 p. m. Office phone, 148; residence phone, 24. 

WHEATLAND, WYO. 

WHEATLAND SANITORIUM. 
FRED W. PHIFER, M. D. Physician and Surgeon. Telephone 78. 

PINE BLUFFS, WYO. 

GENERAL PRACTITIONER. 
B. W. MARSHALL, M. D. Office hours, 8 to 12 and 1 to 6 p. m. 

CHEYENNE, WYO. 

PHYSICIANS AND SURGEONS. 
DRS. BARBER & FOX. 1712 CapiUl Avenue. 

EYE. EAR, NOSE AND THROAT. 

GEO. L. STRADER, M. D. Office, rooms 312-315 First National Bank Bldg. 
Telephone, 610 Black. 

THERMOPOLIS, WYO. 

GENERAL PRACTITIONER. 
NEIL D. NEILSON, B. S., M. D. 



DRUG STORE DIRECTORY. 



BEATON DRUG CO., Telephone Douglas 81. Noted for accuracy in com- 
pounding. 15 th and Famam streets. 

MYERS DILLON DRUG CO., Omaha's Big Prescription Drug Store, located 
at Sixteenth and Famam streets, where the street cars all go. Open 
untU 12 at night. 

EDWARD W. BEXTEN. 102 So. 12th St. Phone, Douglas 2173. 

THE BELL DRUG CO. 1316 Farnam St. Phone, Douglas 2623. Serums, 
Hypodermics, Bandages, Crutches, Trusses. 

MERRITT'S PHARMACY — ^The store that never closes. Prompt deliveries 
day and night. Special attention given to prescription work. Comer 
13th and Douglas Sts., Omaha. Phones, Douglas 1230, Ind. A-3222. 

SEILER DRUG CO. 

213 No. 28th St., Omaha, Nab. Pbana Douslas 1072 

Oxygen, 100 per cent pure. Supplied for emergencies at all times 
Generators sold or rented. Chemically pure cartridges for generators at low- 
est prices. Send for literature and quotations. Call, write or 'phone. 
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DENTISTS' DIRECTORY. . 

DR. W. B. ELSTER. Office, 602 City National Bank Bldg. Hours, 9 a. m. 

to 5 p. m. Phone, Douglas 2410. 
DR. C. F. PATTEN. Office, 714 City National Bank Bldg. Phone Douglas 

4026. 
DR. A. HUGH HIPPLE. Office, 200 Bee Building. 
WALLACE AND DUNHAM. Office, 212 Brown Block. Office Hours: 8 to 

12 and 1 to 5. Phone, Douglas 484. 
DR. T. E. DAILEY. Office, 603 Brandeis Bldg. Hours: 9 to 12 and 1 to 5. 

Phone, Douglas 2144. 
DR. H. A. NELSON. Hours: 9 to 12 and 1 to 5. Phone, Douglas 7374. 
DR. W. H. LATEY. Office, 627 City National Bank Bldg. Phone, Douglas 

507. 
DR. A. O. HUNT. Office, 330 Bee Building. Phone, Douglas 832. 
DR. R. LAWSON, Office, 401 Brown Block. Phone, Douglas 4469. 
DR. HAYES GSANTNER. Office, Southwest Corner 16th and Howard, oyer 

Merchants Drug Store. Phone, Douglas 2905. 
DR. F. C. LAQE. Office, Twenty-fourth and Ames. Phone, Webster 417. 

ORTHODONTIST. 
BLAINE TRUESDELL. D. D. S. Office, Fifth Floor Brandeis Bldg. Practice 

Limited to Orthodontia. Phone, Douglas 3216. 



OMAHA 

DR. J. H. ATKINSON, 300 Bee Bldg. 

DR. E. H. BRUBNINQ, 330 Bee Bldg. 

DR B. DIENTSBIER, 715 City Nat'l. Bank. 

DR. C. H. GIETZEN, 201 Brown Blk. 

DR. H. E. KING, 444 Bee Bldg. 

DR. J. P. SLATER, 619 City Nat'l Bank. 

DR. P. P. WHITCOMB, 532 Paxton Blk. 

DR. C. J. EMERSON, 2113 Cuming St. 

DR. P. T. BARBER, 216 Paxton Blk. 

DR. M. I. GORDON. 614 Brandeis The- 
atre Bldg. 

DR. A. W. NASON, Bee Bldg. 

DR. PAUL RASMUSSEN, 24th and Lake. 
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Table d' HoU dinner . 
Cafe. Parlor floor 



JOHN C. ROTHp ManaginB Director. 
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^nl^P 



to All Otlierf for the 
Rca«on« — 



is Superior fouowm^ 

1st. It adapts itself to every movement of the body, 
giving strong and even support. 

2nd. It produces warmth without irritation or sweat- 
ing, as it is perfectly ventilated. 

3rd. In pregnancy, corpulency, tumors or other 
cases of enlargement of abdomen, it sup- 
ports weight of body from the backbone, 
relieving the sinews of their overwork. 

4th. Its easy appliance (lace and draw on over head 
or feet). 

5th. It is cheap, durable; it can be washed when 
soiled, proper care being taken to cleanse in 
lukewarm water and dry in shade. 

In ordering give largest measure of the abdomen. 

NET PRICES TO PHYSICIANS 

8 inches wide $2.50 

1 1 inches wide 9.00 

8 inches wide. Silk Finish 9.90 

flinches wide. Silk Finish 4.90 

8 inches wide. Double Robber . . 9.00 

10 inches wide. Double Rubber* 3.80 

12 inches wide. Double Rubber 4.00 



Empire Elastic Bandage 

tiMOlally adairttd ftr Varlottt Vtlnt 

Wo invite the attention of the medical and 
surgical profession to the various merits 
combined in our bandages. 

si. Its Porosity— The greatest in the "Bmpirb" 
It never causes itching, rash or ulceration 
under the bandage. 

tnd. Its Elasticity, which will enable the surgeon 
or nurse to put it on at any required tension, 
and which will follow a swelling up or down, 
as the case may be, a feature unknown to 
any other bandage. 

3rd. Its Absorbent Properties — Greatest in the 
Empire. 

4th. Its Essy Applieatioii to any part of the body, 
not being necessary to fold over, as with oth- 
er bandages, as it follows itself with equal 
uniformitv around any part of the abdomen. 

Sth. Its Self-Holdiatf Qualities — No bother with 
pins, needles and thread, or string, so tire- 
some to surgeons, as simply tucking the end 
under the last fold insures its permanent stay 
until its removal for purposes of cleanliness. 

6th. The only bandage that is Superior to the 
Elastic Stockintf for varicose veins. 
Send $1 for 9 -inch by 9 -yard Bandage 
on approval 



The Empire Umbilical Truss 

• If an Abdominal Supporter with button inserted at navel 

Is made of the same material and possesses the same merits as the Empire 
Elastic Bandage and Empire Abdominal Supporters, and it is pronounced by 
all who have seen it to be the best in the world. All our tfoods are sent free 
by mail upon receipt of price, and money refunded i not satisfactory. 

NET PRICES TO PHYSICIANS 

Infant, hard pad $1.29 Infant, soft pad $1.90 

Children, hard pan 2.90 Children, soft pad 9.00 

Adult, hard pad — 4.00 Adult, soft pad 9.00 



MANUFACTURED BY 



EMPIRE MFG. CO., s^,su Lockport, N.Y., U.S.A. 
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Buy Direct from the Manufacturer and 
Save Middleman*! ProBt 

Omaha Pillow Co. 

MANUFACTURERS OF 

HIGH-GRADE 

Mattresses 

Importerf and Dealerf in 

All Grades of Feathers 

We Renovate Featherf and Make 
Over All Kind* of MattrcMca 

WE RE-MARE DOWN COVERS 

1721 CiiiiiiB{ Street TeL Dontlis 2467 
OMAHA 



When writing to advertiiiers kindly mention 
thia Joum&L 



HOTCL CUMBERLAND 

S. W. Cor. BroadwQLy at 54ih Street, New York 

N«ar 50th Street Subway ar\d 53d Street £l«vat«d and aoo«aaible to all aurfaoo linoa 



Vrxdor Nnk.r\nk.tfoniar\t of 
HARRY P. STINSON 



To physicians and their families the Hotel 
Cumberland offers superior accommoda-' 
tions and service at reasonable rates. 
The location is exceptionally convenient and 
accessible, affording quick access to the lead- 
ing hospitals, medical schools and clinics, 
as well as to the principal theatres, stores, 
depots and parks. 

Transient Rates: $2,50 with Bath and up. 

A hygienic hotel— no dust-trap carpets, 
but oriental ruffs in all rooms and corridors. 
Only New York Hotel with window screens 
throughout. 

Send for. fllifaf rated BooMeU 

HOTEL CUMBERLAND 

NEW YORK 



Digitized by 



Google 



Western Medical Review Advertising Section for February 



Try This for Mal-Nutrition 

Uncle Sam Health Food combines the nutritive qualities of pure macaroni wheat, 
the laxative properties of flax, to&rether wit^ other especially chosen ingredients, 
making an especially effective food for invalids, cases of delicate digestion, consti- 
pation, dyspepsia, etc. 

UNCLE SAM HEALTH FOOD 

(PATENTED) 

I Patients take to it avidiously. It is agreeable in fla- 

vor, digests without reaction, and has an easy laxative 
action, so desirable in cases of malnutrition. It is excel- 
lently adapted for both home and hospital use. Needs no 
preparation. Always fresh and appetizing. 

Sold by Grocers Everywhere. Generous samples sent 
free to the profession. 



Uncle Sam Breakfast Food Company 

Omaha, Nebraska 

Guaranteed under Food and Druffs Act June 80. 1906. Serial No. S8.443. 
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Xdit«a br Dr. CkM. Woo4 FaaMtt 
amd Dr. 8. Orm-vr B«xm*tt 



ONB DOLLAR THB YBAR 



Some of the Features for Early 
Issues of the Medical Heralds 

*'Tke Cancer Problem," Joseph C. Bloodffood. 
** Diabetic Problems," Alfred C. Croftan. 
"Local Foci of Infection Causing General Systemic Disturb- 
ances," Chas. H. Mayo. 
"Nepbritis, its Modem French Conception," L. W. Little. 
** Auto-Intoxication and Dis-Intoxication in Relation to the 

Etiology and Treatment of Disease." Henry S. Munro. 
*'A Plea for the Prompt Diagnosis and Energetic Treataent 

of the Initial Leuonof Syphilis.' Thomas M. Paul. 
"Cysts of Bone" (Illustrated), A. F. Tyler. 
**The Pathogenesis of Membranous Pericolitis," Michael J. 

Ford. 
"External Bye Diseases of Apparent Nasal Origin," Jas. M. 

Patton. 
**New Plastic Operation for Entropion" (Illustrated), Flavel 

B. Tiffany. 

SYMPOSIUM ON PREGNANCY 

"Diagnosis, Course and Management of Nonnal Pregnancy," 
A. B. Somers. 

"Accidental and Criminal Abortion, Diagnosis and Treat- 
ment," A. L. Gray. 

"Ectopic Pregnancy," Palmer Flndley. 

"Advice to the Expectant Mother," C- W. Pollard. 

"The Medical and Hygienic Management of Moderately Ab- 
normal Cases of Pregnancy," Mary Strong. 

"Operatire Relief for Dystocia." H. C. CroweU. 

Proceedings Missouri Valley and Southwest Associations. 

THB MEDICAL HERALD a»d 

KANSAS CITT MEDICAL INDEX-LANCET 

w«r« CoBsolidat«d Jan. 1, 19 II 



SPICIAL OITIR: Send a dollar bill this month and receive the Medical Herald until January 1915. Addr 
Dr. CHxt. Wood Fassbtt, Managing Editor, St. Joseph, Mo. 



PHYSICIANS' FILING DESK 

KHPS YOUR FILES AT YOUR FINGER TIPS 



There are lo kinds 
for filing 
ex cards, 
roachers. 
Its. etc., 
1 may ar- 
aeet your 

reqaire- 
lie pedeit- 
lis style 
ssks have 
ftwer and 

shelves. 

Drawers 
bearings. 

UOfBc« 



correspondingly low prices. 

Solid Oak Letter File 



.00 

,$23.00, 

astals at 



84 inches 
FiUntf Spaoa 



$13.25 



Freight paid to any Eastern and Central States. A most complete and satis- 
factory file for letter-size papers. Drawers operate on roller bearings— are dust 
proof and equipped with follow blocks. We can also furnish Guide Cards. Fold- 
ers and other supplies. Writ* for catalog today. 

The 5^^^ Manufacturing Co- 

103 Uiloi SU MONROE, NICE h. t. oniet, 7S Jtiu st 



No. 421 
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An Investment with a Possibility 



A marvelous invention so simple^ complete and perfect in its 
mechanism that a child can appreciate its simplicity and its accuracy for 
delivering and receiving mail to and from the most rigidly moving trains. 
Simple and inexpensive to buiU^ operate and mainUAu 

An invention that i»ill revolutionize the receiving and delivering 
mail from trains. 

The entire device is fully covered by a number of patents in this 
and foreign countries. 

The preferred stock is now being: sold at $1.00 per share, 
for a limited period v 

In Lots of One to One Thousand Shares 



Call and examine its workings and its simplicity and then if con- 
vinced of its UTILITY and SUCCESS. INVEST. NOW IS 
THE TIME. It may mean a fortune, with its wonderful possibilities. 
If you are from Missouri, "let us show you." 



RAINEY MAIL EXCHANGE CO. 

Offices, 928-930 City National Bank Bldg. 
OMAHA, NEBR. LINCOLN, NEBR. 
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EXPERT PIANO TUNING u^ 

REGULATING, REVARNISHING AND GENERAL ^ 
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We offer at par, subject 
to prior sale, 

$ 1 5,000 

worth of 

7% Preferred Stock 

of the 

Waterloo 
Creamery 
Company 

Interest paid twice a year 
and guaranteed. Redeem- 
able in three years at option 
of holder or Company. 



Waterloo 
Creamery Company 

OMAHA. NEBRASKA 

Owntra of th» 

Elhhom Valhy Condantmg Company 

PapUUon, N»bT€uka 
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For Rheumatism, Briffht's Disease. Qout. Ecze- 
ma. Psoriasis. Diabetes, Neuresthenia. elimina- 
tion, rest and relaxation. Send your patients 
here. If you owned the place your interests 
could not be better protected. Write TODAY 
for full particulars to 

Dr. George F. Butler 

Medical Director. MndlaTia, Kramer, buBana 



THE CR£IGHTON UNIVERSITY 

COLLEGE OF MEDICINE 

OMAHA* NEBRASKA 



Twenty-first Annual Course begins Monday, Sep- 
tember 2, 191 2. Large staff of Professors, trained 
at home and abroad; buildings and apparatus valued 
at a quarter million dollars. New seventy-five 
thousand dollar laboratory building, with complete 
equipment, recently opened. College Clinics un- 
equalled in this vicinity. Six thousand patients 
yearly. Twenty internships open to the graduates. 



A. L. MUIRHEAD, M. D., Dean 
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That suit of clothes or overcoat 



for the winter will sure fit and make 



you look well if yon have HARRY 



MARTIN, •*The Tailor,'* do the work. 



Sixth Floor Pazton Block, Omaha. 



DOCTOR: 



If you appreciate Individuality 
in Style, Cut and Fit of your 
clothes try 

EDWARD JOHNSON 

MERCHANT TAILOR 

231-8 CItyNafI Bank Mds^ Omaha, Nab 
» Dous.i2S«i 



Quality anp WorkmaQship Guaranteed 



PILVITA 

(BLUE) 

Saw Palmetto - - - - 2| grs. 

Phosphorus lio gr. 

Strychnine-Nitrate - - lio gr. 
Irqn Phosphate - - - - j gr. 

INDICATED IN 

Anaemia 
Impotence 
Sterility 
Chlorosis 
Amenorrhoea 
Osteomalacia 
Neurasthenia 
General Debility 
Prostatic Irritation 
Suppression due to 
Anaemia or 
Debility 



WRITE FOR 
UTBRATURE 



Originated and Manufactured Solely by 

THE HENRY R. GERING CO. 

OMAHA. U S. A. 



PRESCRIBE 

PILVITA 

BLUE 

IN CASES WHERE A GENITIVE 
TONIC IS INDICATED 



OMAHA 



Goodwin Corsets 

are made tor 
the purpose of 
promoting: the 
healthful phy- 
sical develop- 
m e n t of 
women. They 
combine 
s c i e n t i fie 
correct n e s s 
with the most 
i eharming and 
j graceful lines 
f --withal as- 
suring a gar^ 
ment that is 
comfortable to 
the point of 
luxury. 

Indorsed and 
Itecommeiided 
by Leadtng 
rhysiciaiis. 

IDA C. STOCKWELL 

SOUTH 8IDK MAIN CNTRANCK BRANDKIS 
THKATRK building. Phonc DOUQ.474e 



CEALGIC 

CURES PAIN 



OMAHA 



When writlns: to advertisers kindly mention this Journal. 



Digitized by 



Google 



Western Medical Review 



Advertising Section for February 



GCRING SPECIALTIES 



APIOL ERGOT 

COMPOUND 



Aplol % ffrain 

Erffot 1 gTB,\n 

Extract Helonias 1 ffimln 

Extract Vlburnam Opulus 1 irraln 

Extract PulsaUlU H ffraln 

Extract Sumbul H flrrain 

A powerful sedattve and aterine tonic In monorrhagia, dyamenorrhooa, met- 
ritla, endometritis, Bubinvolutlon, ovarian neuralgia and inflammation. It will 
remove painful symptome of pregnancy, relieving after-pains and faeilitating in- 
volution. 



SUCCUS ANANA 



Succus Anana contains the natural digestive ferments in combination with the 
expressed Juice of ripe pineapples, which is a constant, powerful and agreeable 
digestive, and with the mild stimulating effect of catawba wine as a base, makes it 
grateful and pleasing to the most delicate or convalescent person. 

It iB invaluable in dyspepsia, indigMtion, cholera infantum and all summer 
complaints. It is also used as a vehicle for disguising the taste of bitter or 
nauseous medicines. 

ECHINA CALCIUM COMP. 



A combination of the vegetable alteratives (with iodide of calcium), echinacea 
angustifolia, berberis aquifolium, stillingia silvatica, cascara amarga, triticum, 
caseara sagrada. 

In the introduction of this preparation, original with us, we are confident that 
we meet a demand for a general alterative tonic which shall answer the purposes 
both of the so-called spring medicine, in instances of sluggish circulation, con- 
stipation, anorexia, cold extremities, flabby muscles and general malaise, and at 
the same time be potent in more serious forms of blood and skin diseases. 

Berberis aquifolium is one of the most powerful of vegetable alteratives and 
tonics. It stimulates digestion and assimilation, and has also been used with re- 
markable results in cases of secondary syphilis, in psoriasis, salt rheum, acne, 
eczema, scrofula, etc. The other vegetable alteratives have a well known specific 
action tending to a general "clearing out'' of the whole system. 

Iodide of calcium has been shown by Prof. Qermaine Lee, in an exhaustive 
study on the subject, to be superior to all other salts of iodine in the treatment of 
cutaneous and scrofulous affections, and to be better borne by the patient. 

The combination iB excellent, forming a pleasant and at the same time efficient 
general tonic and alterative. 



THE HENRY H. GEHING CO., Omaha 
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Skinners 

MACARONI 
PRODUCTS 

HIGHEST QUALITY MADE CLEAN 



PARTIAL VIEW OF CORNER OF MACHINE ROOM 

Doctor: 

You know the fo€}d value of Macaroni. 5KiNNEfrs 
is the highest quality, made clean and sold by all 
grocers. Let me send ydu a free sample package for 
your own table. 

SKINNER MFG. CO., Omaha, Nebraska 

Don't eat Meat that's tough and hony^ 
Just try Skinners Macaroni 
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